Makers f 
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@ A USO sports arena with a lamella— 
type roof presented a problem in sound 
control. The intricate pattern of the ceil- 
ing called for an acoustical material that 
could be applied without the need for 
costly, time-consuming cutting and fit- 
ting. As in so many other war jobs, the 
answer was Keasbey & Mattison’s Sprayed 
“Limpet” Asbestos. 


For “Limpet” not only follows curved, 
recessed or irregular surfaces as readily 
as flat ones; not only sticks tight to any 
clean surface regardless of composition 


— but it boasts the high noise reduction 
coefficient of .70, 34” thick. 


KEASBEY & MATTISON 


PENNSYLVANIA 


COMPANY, AMBLER, 


Quieting the shouts of soldiers at play 
is just one of “Limpet’s” many wartime 
assignments. When peace is won, 
“Limpet’s” amazing adaptability will 
help architects subdue unwanted noise in 
gymnasiums, auditoriums, convention 
halls and other public meeting places 
where sound control is a must. 


Meanwhile, K&M continues to pur- 
sue its research into asbestos, in order 
to make more useful still Nature’s 
strangest mineral. 

* * * 
Nature made asbestos; 


Keasbey & Mattison, America’s asbestos pioneer, 
has made it serve mankind ... since 1873 


asbestos-cement shingles and wallboards; asbestos and magnesia insulations for pipes, boilers, furnaces; asbestos 
textiles; asbestos electrical materials; asbestos paper and millboard; asbestos marine insulations; asbestos acoustical 
material; asbestos packings; asbestos corrugated sheathing and flat lumbers; asbestos-cement pipe for water mains 
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The war-time need for conserving 
metals has spot-lighted the im- 
portance of careful planning, and 
careful material selection . . but 
many architects and engineers reg- 
ularly followed this course in 
peace-time construction, as this 
new library building illustrates. 
The architects used Radiant 
Heating, which is unusually eco- 
nomical in metal requirements as 
compared to other “‘wet-type’’ sys- 
tems. They specified ‘Wrought 
Iron” for the floor coils, to combat 
and eliminate 


the threat of early repairs and 


corrosive attacks, 


replacements. 

As far as we know, this is the 
first library in the country to use 
Radiant Heating. It thus adds an- 


E. S. TOWER, Engineer 


NORTH HILLS LIBRARY, Pittsburgh, Pa. 
FRANKLIN & BROWN, Architects 


other to the long list of varied 
applications where Radiant Heat- 
ing is serving, and expands the 


“Experience Pool” of practical 


Another new job for 


RADIANT 
HEATING 
and for 
BYERS 
WROUGHT IRON 


pook Fop 
>. 


knowledge that is helping archi- 
tects and engineers both with cur- 
rent problems, and with their plan- 
ning for tomorrow. 

Every structure built today has a 
“specialized” purpose: 
tribute to the war effort. In many 


to con- 


cases, this brings specialized heat- 
ing problems, which cannot be 
properly solved with old-style 
methods, but which are made-to- 
order for Radiant Heating. If you 
have any such project on the 
boards, please feel free to write to 
our Engineering Service Depart- 
ment for factual information on 
how other men have handled similar 
jobs. Ask, also, for our technical 
bulletin, Byers Wrought Iron for 
Radiant Heating Installations,“ 
which conveniently digests a wealth 
of helpful information on the sub- 
ject. We will be glad to send you a 
complimentary copy. 

A. M. Byers Company. Estab- 
lished 1864. Offices in Pittsburgh, 
Boston, New York, Philadelphia, 
Washington, Chicago, St. Louis, 
Houston, Seattle, San Francisco. 


BYERS 


GENUINE 
WROUGHT IRON 


Tubular and Hot Rolled Products 
Steel Tubular Products 


>» = = 


COSTS YOU MORE THAN WROUGHT IRON 


CORROSION 
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NEXT MONTH 


WitHouT intentionally being isola- 
tionists, it is surprising how little we 
know or have heard of the progress 
being made in architecture and engi- 
neering by our good neighbors to the 
south. In the cementing of stronger 
ties between North and South Amer- 
ica, and in the interests of Western 
Hemisphere solidarity, some eyes have 
been opened with both surprise and 
pleasure. 

Recently Philip Goodwin, AIA, of 
the Museum of Modern Art, and 
George Kidder-Smith, AIA, visited 
Brazil. The results of their trip will 
be displayed next month at the ex. 
hibition of Brazilian architecture, old 
and new, at the Museum of Modern 
Art. We are privileged to present, i 
January also, some of the most * — 
esting and exciting of the modern 
architecture which they have discov- 
ered. Buildings ranging from a ca- 
sino and an airport to schools and 
houses offer a wealth of fresh archi— 
tectural inspiration and details. 

Planning for the future gives force 
to the war effort, and planning the 
future communities for America must 
be undertaken now. So in January, 
we consider both the technical and 
the conditioning aspects of commu- 
nity planning. What can be planned, 
by whom, and where, and how? Au- 
thorities who have done actual plan- 
ning are now preparing comprehen- 
sive articles which should be of im- 
mediate use to architect-engineers in 
every section of the country. 
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If you have Air Conditioning or 


Refrigerating Equipment that is 


not engaged in War Work... 


X X * 


OFFER IT TO 


YOUR COUNTRY NOW! 


We, at York, are turning out for the war effort 


all the mechanical cooling equipment we can, as 
fast as we can. But it is not enough. It’s not 
enough to furnish American fighters with the 
ammunition and bombs and motor fuel and rub- 


ber and food that they must have... for refriger- 


ation is an essentia) tool in the manufacture of 


all these vital war materials, and many more. 


We, who for 57 years have urged you to buy 
such equipment, now ask you to sell it. York 
Branch offices throughout the nation are at your 
disposal to assist in placing your machines where 
they will make their utmost contribution to Vic- 
tory. Callthe York office nearest you. 
York Ice Machinery Corporation, 


York, Pennsylvania. 


YORK REFRIGERATION AND AIR CONDITIONING For WAR 


HEADQUARTERS FOR 


MECHANI 


CAL COOLING SINCE 18 8 5 
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THE RECORD REPORTS 
WASHINGTON NEWS By WILLIAM J. CASEY 


CMP Over Building Housing Priorities Processing Resumed — 1942 
Construction Ahead of 1941 Level * Conversion Program * Construction Price 
Control * Revolution in Home Building * New Ruling on Floor Covering and 
Roofing ° Price Ceilings for Builders’ Hardware Convert or Freeze 


fabricated building products. 
However, WPB at the same time has 
changed its bookkeeping methods on 
steel and housing, Only mill products 
will be charged against the housing 


THE CONTROLLED MATERIALS Plan is 
bad business news for all heavy indus- 
try which does not produce something 
which shoots, flies or floats. WPB's 
new plan to control and schedule ma- 
terial flow has several areas of dras- 
tic impact. 

In the first place, it will mould 
American industry into tightly inte- 
grated vertical combines. The supply 
of available materials will be divided 
between the Army and Navy and other 
war agencies, with a kitty set aside for 
civilian use. This material will then 
be allotted to manufacturers of end 
products or prime contractors. They 
will be responsible for funneling their 
quota down to subcontractors and 
scheduling the production of parts for 
manufacturers, subcontractors and 
suppliers and for the economical use 
of the material funneled out. The rela- 
tively small group of end products 
manufacturers will take over huge 
areas of decision and make business 
judgments for their subcontractors. 

In the second place, it will dig the 
priorities knife into the very marrow 
of a civilian economy already cut to 
the bone. It marks complete concen- 
tration on quick military production 
without concern for anything beyond 
bare maintenance of the essential ci- 
vilian economy. Leon Henderson, who 
will act for non-war industries, stated 
that his request for steel for civilian 
uses for 1943 will amount to only 
114 per cent of steel output, and the 
copper requested will be less than 34 
of 1 per cent of available 1943 sup- 
ply. What it means to building will 
become a lot clearer when Ferdinand 
Eberstadt, architect of CMP, decides 
whether materials for house building 
in military production areas will come 
out of Army and Navy material allot- 
ments or out of the skimpy civilian 
kitty. At this writing it looks as 
though all except direct military con- 
struction will come out of the Office 
of Civilian Supply civilian quota. 

On the bright side of the picture, 
WPB has just reopened priority 
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processing on both public and pri- 
vate home building, basing its allot- 
ments on the yardstick of steel supply 
and the allotment of certain com- 
panion materials. 


Housing Priorities Processing Resumed 
On the bright side of the picture, 
WPB has just reopened priorities on 
both public and private home build- 
ing. Since steel supply is the chief 
limiting factor on building, this re- 
sumption of housing priorities process- 
ing is keyed to the 15,000 ingot tons 
of steel just allocated to war housing. 
The amounts of lumber, rubber, cop- 
per, zinc, tin, brass and lead that 
must go with the steel have also been 
allocated. Administrator Blandford 
will divide the available supplies be- 
tween public and private housing. The 
new allotment of ingots, together with 
a residue of just below 5,000 ingot 
tons from the previous allotment, will 
boil down to about 14,000 tons of 


quota, whereas fabricated building 
products will come from other allot- 
ments. Thus, nails and pipe will come 
out of the quota, while stoves and 
radiators will not. Roughly, this 
would make the quota go about twice 
as far as under the old bookkeeping 
method where both mill products and 
fabricated building materials were 
charged against the steel allotment. 


1942 Construction Ahead of 1941 Level 

Total new construction in the con- 
tinental United States amounted to 
$10,500,000,000 during the first nine 
months of 1942, compared to $8,000,- 
000,000 for the corresponding period 
of 1941. War construction brought 
the total for public construction up to 
$7,700,000,000 for the first nine 
months of the year—-almost twice the 
volume for the first three quarters 
of 1941. This jump comes chiefly 
from work done on military and naval 
depots, stations, and airfields, and the 
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“Can we take in two refugees from Thermal Zone B who didn’t convert to coal?” 
—Drawn for the RECORD by Alan Dunn 
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expansion of industrial plants. Pri- 
vate construction dropped 34 per cent. 
War housing by Federal funds reached 
$352,000,000, up 11 per cent over 
the first three quarters of last year. 
Highway construction dropped 34 per 
cent and public utility construction 
rose from $577,000,000 to $604,000,- 
000, 

Since September 1, war housing con- 
struction started by private builders 
operating under the FHA war hous- 
ing insurance program has averaged 
approximately 3,100 dwelling units per 
week, In the eight weeks ended Oc- 
tober 24, construction of 25,100 
dwelling units for war workers was 
started under FHA inspection. This 
represented an expansion of approxi- 
mately 12 per cent over the average 
rate of building started under the FHA 
war housing program during July and 
August. This ran 33 per cent over 
total FHA construction started in the 
corresponding period of last year. Of 
course, these projects are in locations 
accessible to war plants and occupancy 
and priority go to war workers. A 
higher percentage of the projects is 
offered for rent than for sale. 


Conversion Program 


Washington is beating the drums 
hard. Store buildings, club meeting 
rooms, unused filling stations, and vir- 
tually every conceivable type of struc- 
ture is being offered for conversion for 
war housing. Here, briefly, is how 
some of these details of the program 
shape up. 

The National Housing Agency will 
lease existing structures from owners 
for conversion into additional dwell- 
ing units for war workers for seven 
years, or two years after the end of 
the war emergency, whichever is the 
longer. While a stated rental will be 
paid to each property owner, the cost 
of the alterations to any property is 
expected to amortize itself within 
seven years. One-seventh of the con- 
version costs will be deducted each 
year from gross rentals collected from 
tenants. 

In deciding on what houses to take, 
these four tests will be applied: (1) 
Will conversion of the property use 
less critical materials; (2) will it 
use less manpower; (3) can the place 


be made available for occupancy in 
less time; (4) will its preparation 
cost less money? Property must be 
located within walking or convenient 
transportation distance from war plants 
and in districts where zoning laws per- 
mit conversion. If an owner is willing 
to lease his house, he fills out an ap- 
plication blank furnished by his lo- 
cal War Housing Center. Plans for 
the alteration will be submitted to 
him for approval before the lease is 
signed. NHA will advance funds for 
the remodeling which will be repaid 
out of the rents charged the war 
workers. The NHA will maintain the 
property during the period of the 
lease. NHA will not lease a prop- 
erty if the surplus rooms in it are 
now rented to war workers, or permit 
the owner to dispossess tenants in 
order to lease the property. NHA 
will keep up the mortgage, including 
normal debt payments and pay taxes 
and insurance. The owner gets the 
rent stipulated in the lease as soon as 
NHA takes possession. Rents are 
based on the standard rental scale, 
giving the owner a fair return based 
on the current income produced by 
the improved property after taxes, 
debt payments, and a fair charge for 
improvements are taken care of. The 
owner will get the remodeled build- 
ing back when the lease expires. 

Structures which will yield a large 
number of units will normally be con- 
verted and managed by FPHA if the 
completed project is large enough to 
require a resident manager operating 
as FPHA resident managers now work 
in the case of FPHA multiple-unit 
projects. 


Construction Price Control 


The long-pending and much-debat- 
ed price ceiling in the entire construc- 
tion industry has been issued. Op- 
erative builders are exempted because 
they are not considered as being en- 
gaged in the contracting business. 
Where they build on order, price 
ceilings apply to them. Work for 
Government agencies is also exempted. 

The construction maximum price 
regulation (No. 251) covers all con- 
struction and maintenance services and 
sales in which contractors, builders, in- 
stallers and erecters furnish building 


or industrial equipment or materials, 
together with the labor or services re- 
quired for actual construction, installa- 
tion or service. Ceilings established 
are the equivalent of those generally 
in effect during March, adjusted for 
increases in labor costs between March 
31 and July 1. Different pricing for- 
mulas have been established for three 
types of sales: 

A. Sales of all types not in excess 
of $500: on sales below $500 the 
seller should add to the price he would 
have charged in March the increases 
in labor costs on the job up until 
July 1. The result is his maximum 
price. 

B. Sales in excess of $500 on a cost- 
plus basis: for contracts of more than 
$500 on a basis of cost-plus a per- 
centage of cost, or cost-plus-a-fixed- 
fee, or any other basis in addition to 
cost, maximum prices are to be com- 
puted as follows: 

1. Materials and supplies at actual 
cost. 

2. Labor at actual cost, but in 
amounts not to exceed labor costs at 
rates in the area of installation in 
effect on July 1. 

3. Other direct actual costs includ- 
ing costs of subcontracts. 

4. Margin for overhead and profit 
at March rates, based on a comparable 
sale, or under certain circumstances, the 
seller's general experience and that 
of the industry. 

C. Sales in excess of $500 on a 
lump-sum basis: for contracts of more 
than $500 on a lump-sum basis, max- 
imum prices are to be computed as 
follows: 

1. Estimated cost of materials and 
supplies. 

2. Estimated labor costs on the basis 
of rates in the area of installation in 
effect on July 1. 

3. Estimated other direct costs in- 
cluding subcontracts. 

4. Estimated reserve for contin- 
gencies. 

5. Estimated margin for overhead 
and profit at March rates, listing the 
method by which this is computed. 

Every contract of more than $500 
must be reported to OPA. In less 
than 10 days preceding final settle- 
ment under lump-sum contract, the 


contractor is required to file a fur- 
(continued on page 10) 
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with ceilings of 
Armstrong's Cushiontone 


ANY a hospital’s plans for a 
new wing, or a whole new 
plant, are having to be postponed. 
But, in the meantime, there’s a 
simple way to make many present 
buildings to a better job—by 
eliminating the noise demons which 
harass the staff and retard patients’ 
recovery. Low-cost ceilings of Arm- 
strong’s Cushiontone, which effec- 
tively trap the demons of din, make 
even an old and crowded building 
seem larger and more modern. 
There are 484 traps for noise de- 
mons in each square foot of Arm- 
strong’s Cushiontone—484 deep, 
sound-absorbing holes which bring 
a remarkable degree of peace and 
quiet to any public building. You 
won't need scientific tests to show 
you—or your clients—the difference 
that Cushiontone makes. 
Armstrong’s Cushiontone is made 
in 12” x 12” and 12” x 24” units 
which are factory-painted and 
ready to apply. Installation to any 
ceiling is fast and easy, without 
serious inconvenience to occupants. 
Maintenance is no problem at all, 
for Cushiontone is readily cleaned 
and can be repainted whenever 
necessary without affecting its 
noise-quieting efficiency in the 
slightest. The smooth, ivory-col- 
ored surface reflects both artificial 
and natural light particularly well. 
Ler Us SEND you a free copy of 
our new booklet which gives all the 
facts about Armstrong’s Cushion- 
tone. Write today to Armstrong 
Cork Company, Building Materials 
Div., 1245 State St., Lancaster, Pa. 


Armstrong’s Cushiontone 


Made by the S makers of 


Armstrong’s Linoleum 
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and Asphalt Tile 


SANDELL 


Expansion Joint 
Water-Stop 


Simple! Efficient! Economical! 
Designed to use the minimum 
of critical materials consistent 
with proper performance. 


The SANDELL Expansion Joint Water- 
Stop is made of the same materials as the 
Type S Through-Wall Flashing: two 
layers of full seal, asphalt-saturated 
cotton fabric between which is com- 
pressed a substantial steel wire-mesh, 
filled and coated with a special plastic 
asphalt, free from solvents or foreign 
fillers, to form a composite, extremely 
tough, waterproof material, with sub- 
stantially the same coefficient of ex- 
pansion as that of masonry. 


It is used wherever a water-tight joint is 
required between two units of concrete 
or masonry subject to movement due to 
expansion or settlement. The grid surface 
of the material makes a watertight bond 
with the concrete which has withstood 
tests up to a hundred-foot head of water. 


APPLICATIONS 


This easily workable material is applicable to 
joints in foundation walls, between foundation 
wall and floor slab and between adjacent sec- 
tions of floor slabs, as shown above. It is 
used wherever expansion joints are needed in 
concrete or masonry structures, 


SANDELL 


Manufacturing Co., Inc. 


70 Phillips Street 
Watertown, Massachusetts 
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ther report with OPA setting forth 
the actual costs of the various items 
indicated in the original estimates on 
file. Excluded from the new regula- 
tion are most contracts with the War 
and Navy Departments. Certificates 
of compliance are mandatory in sales 
of more than $500 and may be de- 
manded by purchasers in sales of less 
than $500. 


Revolution in Home Building 

Builders will be required to gear 
all future housing construction to meet 
the standards of design and material 
consumption of War Housing Con- 
struction Standards.” Effective Octo- 
ber 29, WPB will not issue prefer- 
ence rating orders for new prefabricat- 
ed or site construction housing unless 
such construction complies with the 
provisions of the standards and will 
not extend the terms of preference 
rating orders previously issued for 
housing projects except where: (a) 
The preference rating order has been 
applied to the purchase of materials; 
or (b) prefabrication or construction 
of the project has started; or (c) the 
construction of the project complies 
with the standards. All existing re- 
strictions on construction materials 
and on limitation orders previously is- 
sued remain operative, but with the 
additional restrictions imposed by 
adoption of the War Housing Con- 
struction Standards. An analysis of 
these standards brings into the fore- 
ground these principal provisions and 
additional restrictions on new housing 
projects: (1) Single family dwelling 
units can be built only where there is 
a definite and immediate need, and 
only when the essential utilities are 
contiguous; (2) all structures, of 
whatever type, shall be built adjacent 
to existing utilities; (3) use of soft- 
wood lumber is allowed in reduced 
quantities within limits defined by per- 
missible minimum requirements; (4) 
exterior walls shall be masonry or lum- 
ber substitute wherever possible; (5) 
use of softwood subflooring and soft- 
wood finished flooring is prohibited; 
(6) lumber specifications shall not 
be restrictive. 


New Ruling on Floor 
Covering and Roofing 


WPB clarified the construction lim- 
itation orders (L-41 and L-41-b) 
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To blast the enemy out of the sky... 
20,000 anti-aircraft guns in 1942... 
35,000 anti-aircraft guns in 1943. 


That is America’s promise to the 
Victory Program—and America is going 
to beat that promise. 


We are building a new America of 
huge new plants . . . enlarging facilities 
to insure ever-increasing production of 
weapons needed so urgently by our 
armed forces. 


Behind this tremendous building pro- 
gram is steam. For steam serves America 
in war, as in peace. Steam, harnessed 
and brought under control with Webster 
Steam Heating Equipment, provides 
the heating comfort essential to all-out 
production. 


Today, we are engaged in direct war 
work, but manufacturing facilities are 
still available to supply Webster Steam 
Heating Equipment for plants serving 
the war effort. 

Essential repairs for Webster Systems 
are available on A-10 priority, under 
W. P. B. Emergency Repair Order P-84. 
Orders should be limited to actual needs, 


Warren Webster & Company, Camden, N. J. 
Representatives in 60 principal Cities 


Steam Heating 
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Above: A cylinder of Brixment mortar (left) and a cyl- 
inder of mortar made with 50-50 cement and lime mortar 


was put into the tray and the cylinders were alternately 
frozen and thawed 15 times. Note in photo 2 that Brix- 


(right). Both specimens were made at the same time, and subjected ment mortar remains intact, whereas the other mortar has crumbled 


to exactly the same treatment. After curing for 30 days, } 


BRIXMENT Makes 
More DURABLE Mortar! 


4” of water badly. This simple test can be made in any ice-manufacturing plant. 


FOR permanent strength and beauty, mortar must 
be durable—must be able to withstand the alter- 
nate freezing and thawing to which it is subjected 
many times each winter. 


Brixment mortar is more durable. This greater 
durability is due partly to the strength and sound- 
ness of Brixment mortar, and partly to the fact 
that Brixment is waterproofed during manufacture. 
This waterproofing helps prevent the mortar from 
becoming saturated—therefore protects it from 
the destructive action of freezing and thawing. 


Walls built with Brixment mortar therefore retain 
their original strength and appearance. Even in 
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BRIXMEN 


Louisville Cement Company, Incorporated, Louisville, 


parapet walls and chimneys, where exposure is 
particularly severe, Brixment mortar will almost 
never require re-pointing. 


Kentucky. Cement Manufacturers for Over a Century. 


Under the pressure of emergencies and in the pinch of material shortages 
it is wise to remember that basic fundamentals as applied to lighting do 
not change . . Control of light to provide proper visual conditions is as 
dependent on scientific planning today, as ever . . . And today, as ever, 
Holophane continues to operate on the principle that good lighting 
begins with good engineering... 


TODAY—Wartime performance. . With 85% of all productive 
effort directly relying upon sight, the value of scientific lighting becomes 
a matter of national importance. It is significant that Holophane equip- 
ment is being installed in an ever-increasing number of important 
military, naval and ordnance projects. 


YESTERDAY-—Scientific Principles Tested . . . For more than 
two generations, Holophane engineers have contributed many major im- 
provements in lighting technique. Mass production and intensive special- 
ization brought the development of many new Holophane lighting units, 
each designed for its specific commercial, professional or technical usage. 
These units are serving efficiently, economically in every phase of our nation- 
al life—in schools, factories and hospitals, on highways and airports . . . 


TOMORROW- Research Based on Experience . . Since the 
basic structural element of Holophane units is clear prismatic glass, their 
manufacture requires a minimum of critical materials. This fact, along 
with the constant research for new equipment promises an even more 
vital part, in the war program, for Holophane Planned Lighting. It 
saves materials, electric current and manpower. It converts waste into 
weapons. Its future is inalienably associated with the effort for victory. 


We have contributed to and are cooperating with the War Production Fund to Conserve Manpower 


Holophane Engineering Service offers, without charge, con- 
sultation and recommendations as to the safest, most effective, 
most economical illumination of your premises... Write for 
the latest Holophane Bulletin “Lighting for War Industry’ 


HOLOPHANE CO., LTD., 385 Yonge Street, Toronto, Canada 
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(continued from page 10) 


with respect to (1) floor coverings, 
such as asphalt tile, linotile, cork tile, 
rubber tile and linoleum; and (2) 
roofing or siding material. When a 
floor covering such as linoleum is 
made part of a structure by being ce- 
mented in place or in any way fixed 
to a permanent surface while build- 
ing operations are in progress, the use 
is considered to be “construction” as 
defined in L-41. What is true of floor 
coverings likewise would be applicable 
in the case of siding or roofing. When 
siding or roofing is applied to an en- 
tire wall or an entire roof, so as to 
improve the appearance, the applica- 
tion would be classified as construc- 
tion” and would be subject to the lim- 
itations of L-41. Whenever the new 
siding or roofing is applied to a por- 
tion of a structure that is not in ac- 
tual need of repair, the work is count- 
ed as construction. Roofing or sid- 
ing materials do not come within the 
exceptions allowed for “insulation ma- 
terials” as the term is used in L-41- 
b “whether or not such siding or roof- 
ing has insulating qualities.” 


Price Ceilings for Builders’ Hardware 


Maximum prices for all contract or 
lump sum sales of finishing build- 
ers’ hardware have been established 
by OPA, in Maximum Price Regula- 
tion No. 261, effective November 13, 
as follows: (1) Ceilings for manu- 
facturers are fixed at the highest prices 
received between October 1, 1941 and 
March 31, 1942, for delivery of finish- 
ing builders’ hardware of approxi- 
mately the same grade, quality and 
amount for a similar building project 
and to a purchaser recognized under 
trade practices as entitled to similar 
treatment. (2) In the case of persons 
other than manufacturers, maximum 
prices are based on actual cost of ma- 
terials under each contract plus per- 
centage mark-ups at the following 
maximum rates: (a) Cost of material 
up to $49.99—maximum mark-up 50 
per cent; (b) $50.00 to $199.00—35 
per cent; (c) $200.00 to $499.99 — 
40 per cent; (d) $500.00 or above— 
3314 per cent. 


Convert or Freeze 


New restrictions in the issuance of 
fuel oil rations have been set up by 
OPA. Henceforth oil burning equip- 


(continued on page 74) 
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INDUSTRY ts on AN 


Seven days a week America is doing one of the greatest 
jobs of production the world has ever known. We are liv- 
ing with one part of that job here at Alcoa, where over 
seventy thousand men and women are producing Alumi- 
num in quantities that were mere fantasy yesterday. 

But there’s an eighth day tucked in among the few 
open spaces in the seven-day week. Engineers are able 
to squeeze in some important Imagineering about post- 
war products—planning that will help convert war 
jobs into peace jobs. 

For instance: 

Imagine what 1,000 pounds less weight in the 
automobile of the future would mean in performance, 


gas economy and tire life. Then engineer it down 
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EIGHT-DAY WEEK 


to the realization that 1,000 pounds can be taken off 
by using, say, 500 pounds of Aluminum per car. 

Now translate possibilities such as these into your 
own business. 

Aluminum costs less today. New methods, tech- 
niques, processes, and new forms of metal coming out of 
the war effort will all be available for the as-yet-untold 
possibilities in tomorrow’s peacetime products and 
peacetime services. 

Our eighth day is devoted to helping Imagineers 
throughout industry use the potentialities of Alcoa 
Aluminum in bettering the new ideas they are dreaming 


up. ALUMINUM Company or America, 2167 Gulf 


Building, Pittsburgh, Pennsylvania. 


START PLANNING NOW 
FOR 
SLOAN-EQUIPPED HOMES 


R X * 


A 

e FTER the war, even modest homes and inexpensive 
apartments will be Sloan-equipped. Heretofore, flush valve 
usage has been largely restricted to luxury homes, large 
apartments, clubs, hotels, hospitals, schools and all types of 
large buildings. But here is our promise to you now:— 
after the war is over and priorities on critical materials have 
relaxed, there will be Sloan Flush Valves, with all their inherent 
advantages, for residences. 

What advantages? Many. For 36 years Sloan Flush Valves 
have proved their trouble-free durability with astonishingly 
low maintenance cost. They protect health by preventing 
back-syphonage—They save water—They are quiet—They 
are the accepted standard of excellence yet cost no more 
than others. 

So start planning now for Sloan-equipped homes. With 
Sloan Flush Valves you provide home owners with the 
ultimate in convenience, health and economy. Remember: 
there are more Sloan Flush Valves sold than all other makes 


combined. 


SLOAN VALVE COMPANY 


CHICAGO 


4300 WEST LAKE STREET · 
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ENUS e AMERICAN Drawing Pencil 


AMERICAN-MADE FOR 35 YEARS 
AMERICAN PENCIL COMPANY, Dept. B5, 500 Willow Avenue, Hoboken, N. J. 
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REQUIRED READING 


By ELISABETH COIT, AIA 


at Market at Christmas Time” by Charles Burchfield, From Color and Method in 
ainting” 


COLOR AND METHOD IN PAINTING. 
By Ernest W. Watson. New York 
(330 West 42nd St.), Watson-Gup- 
till, 1942. 141 pp. 9 by 12 in. illus. 
$5.00. 

A SERIES of interviews by the editor of 

of the American Artist with painters 

of varying philosophies and experi- 
ence, in an effort to show the student 
and the art-minded layman something 
of what goes on in the creative artist's 
mind, the sources of some ideas, the 
processes by which they are worked 
out, the techniques, the materials used. 

To many people interviews suggest 
light personal varia. The personal is 
not lacking here; but Mr. Watson 
brings his experience as teacher, paint- 
er and editor to bear on his subject, 
producing an informing textbook as 
well as an inspiring essay on figures, 
portrait, still life and landscape, done 
in oil, pastel, tempera and water color, 
as practiced by twelve contemporary 
artists. These are: Eugene Speicher, 
Charles Burchfield, Robert Brackman, 
Stanley Woodward, Gladys Rockmore 
Davis, Peppino Mangravite, John F. 
Carlson, Ogden M. Pleissner, Andrew 
Wyeth, Lyon Kroll, Eliot O'Hara and 
Paul Sample. 

The book is itself a work of art. 
Here the artist speaks, there Mr. Wat- 
son reports the significant in the mast- 
er's work; great skill is shown in the 
arrangement of 150 half-tone repro- 
ductions of works in media ranging 
from pencil drawings to oil; there are 
twelve fine color reproductions; and 


among the features particularly valu- 
able to painter and would-be painter 
are descriptions and illustrations of the 
successive steps between the picture as 
conceived and as completed, details of 
tools, materials and methods, such as 
Burchfield’s ten water color brushes 
ranging from pointed to stubby and 
Wyeth's single -in. brush for tem- 
pera, the colors and arrangement of the 
respective palettes, the manner pre- 
ferred by this or that painter for clean- 
ing his brushes, for keeping his colors 
moist, for managing fine detail on 
rough water color paper, for stretch- 
ing large sheets. 


PLASTICS FOR INDUSTRIAL USE. By 
John Sasso. New York (330 West 
42nd St.), McGraw-Hill, 1942. 229 
pp. 6 by 9 /s in. illus. $2.50. 


A HANDBOOK of materials and meth- 
ods for the use of engineers seeking 
to apply plastics in production of ma- 
jor essential civilian and armament 
equipment, written by the associate 
editor of Product Engineering. Toa 
description of types and an account of 
properties of plastic materials, with the 
uses for which each type is best 
adapted, its resistance to the various 
substances to which industrial equip- 
ment may be exposed, are added 
recommended procedures in handling, 
a list of common faults with their 
causes and remedies, and a directory 
of trade names and manufacturers. 
Many words associated with plastics 


are absent from the index: e.g., poly- 
merization. Similarly, some familiar 
plastics are not mentioned. Both with 
good reason: for the book is con- 
cerned with the chemistry and manu- 
facture only as they affect properties 
and applications; and only those types 
particularly well suited for industrial 
purposes are included. 


URBAN PLANNING AND PUBLIC 
OPINION, By Melville C. Branch, Jr. 
Princeton, University Press, 1942. 87 
pp. 8 ½ by 11 in. $1.00. (Bureau of 
Urban Research. Research Ser. No, 1.) 

CONVINCED that efficiency depends 

largely upon the willingness and the 

ability of the citizenry to accept pub- 
lic policies and to share in their ad- 

ministration, the Bureau has made a 

nationwide survey of American cities 

to determine what people value and 
what they would like to see changed. 

Outstanding beyond all other evils— 

poor transportation and traffic conges- 

tion, wartime problems, unemploy- 
ment and poor government—is re- 
ported the need of good housing at 

a reasonable price. Twice as many 

people want to own a home as do 

now; only about 25 percent of urban 
renters prefer renting; two-thirds of 
those reporting want to go on living 
in their familiar neighborhood with 
their present friendly neighbors, and 
especially so in the smaller cities. 

Apart from the conclusions re- 
corded, city planners and others will 
value the report for its appendices on 
method, its survey suggestions,” its 
detailed tables, its fine presentation by 
the Bureau's director, and its beautiful 
format. 


LONDON TRIUMPHANT, By Sidney R. 
Jones, New York (381 Fourth Ave.), 
Studio, 1942. 278 pp. 6 by 10 in. 
illus. $4.00. 

OveR 100 drawings, pictorial and di- 

agrammatic and made from street, 

house- and tower-top, by the architec- 
tural draftsman chosen to record the 

Coronation in 1937, mostly in pencil, 

mostly done within the past fifteen 

years, and showing great variety in 
style. A really immense amount of 
information — topographical, social, 
philological—on London from pre- 
Roman times to the present war is 
given in the causerie which forms over 
(continued on page 20) 
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today ... guards before vital 

war plants, ready to fight 
sabotage, attack, or spying. But 
what about the unseen enemy 
the power and lighting failures 
which strike without warning? 


IÈ a sight you'll often see 


In many American industries, 
Exide Emergency Batteries are the 
silent guardians against such attacks. 
Despite all precautions of utility 
companies, storms, floods, fires, and 
street accidents may shut off power 
and light disastrously. But Exide 
Emergency Batteries operate instantly 
and automatically to forestall de- 
struction. They take up the lighting 
load and help prevent sabotage or 
injury to workers. And in many 
cases, where a vital process must 
continue, an Exide Unit can take up 
the power load. Exide Emergency 
Batteries are definitely on guard. 


You, as an architect, can suggest 
the inclusion of this important 
precautionary measure. Write or 
wire the nearest Exide Branch, an 
experienced Exide Engineer will 
help you with plans and specifica- 
tions for standby power and 
emergency lighting. 


a p 
> —— — “2 = —— et u e- — á 
THE ELECTRIC STORAGE BATTERY COMPANY, Philadelphia bd 1 C 
The World’s Largest Manufacturers of Storage Batteries for Every Purpose 
Exide Batteries of Canada, Limited, Tard ru ý á EMERGENCY BATTERIES 
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(continued from page 20) 


SAWDUST BURNERS HEAT BUILDINGS 
AND HOMES AUTOMATICALLY. By 
E. C. Willey. Heating and Ventilating, 
New York, (148 Lafayette St.) Oct. 
1942, pp. 43-6, illus. 

THE AVERAGE sawmill uses about 60% 

of its waste to generate its own power. 

The remaining 40% costs little, is 

easily cut into pieces less than an inch 

in diameter and mixed with sawdust, is 


inexpensively shipped, requires no 
roof covering for storage. At average 
moisture of Douglas fir as taken from 
the mill, a unit of waste (200 cu. ft.) 
weighs about 3,700 lb., contains 17 
million Btu, which with an average 
installation will make available about 
13 million Btu. Both large commer- 
cial and smaller domestic burners are 


DRROVPRNIUAARUVU LUNG LHL 


“ONE OF THE MOST USEFUL PIECES OF 


WORK THAT | HAVE RECEIVED IN 20 YEARS” .. 


WRITES ONE ARCHITECT 


FREE 


TO ARCHITECTS 
AND ENGINEERS 


appropriate time. Thank you!“ 


“Many thanks. 
Much appreciated.” 


WASHINGTON, 
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AND HERE'S WHAT SOME OTHERS SAY: 


“An excellent reference book at a most 


Best thing I’ve seen. 


In TYPICAL DESIGNS OF TIMBER STRUCTURES we have 
grouped the plans of 45 representative types of timber struc- 
ture that have been engineered by- the TECO System of 
Construction. A request on your professional letterhead will 
bring you a copy of this valuable reference book. 


Timber ENGINEERING COMPANY 


The TECO Ring 
Connector spreads 
the load on a 
timber joint over 
practically the en 
tire cross-section 
of the w 


“These designs are a great time saver 
to the architect.” 


“A very commendable job in bringing data 
to the architect—of high practical value.” 


PORTLAND OREGON 


By ELISABETH COIT, AIA 


built on the old Dutch oven prin- 
ciple. Automatic thermostatic control 
for the domestic burner can open and 
close the draft, make possible a very 
close temperature gradient, and at the 
same time save 25% fuel. 


HOUSING SCHEMES. By G. A. Jellicoe, 
Architectural Review, Cheam, Eng., 
(45 The Avenue). Sept, 1942, pp. 
58-60 illus. 


| THE GENERAL design of seven Govern- 


ment developments for factory workers 
in different parts of the country were 
made last year by Mr. Jellicoe, and 
details, choice of materials, etc., were 
left in the hands of the local super- 
vising architects. Row and semi-de- 
tached houses were planned with spe- 
cial regard for privacy for the indi- 
vidual house, harmonious setting in 
different landscapes and above all with 
a blast- and splinter-proof shelter as 
an integral part of the house. The 
parlor was built with ceilings of ap- 
proved slabs, brick walls 1314 inches 
thick, and a brick pier dividing the 
normally wide window into two nar- 
row ones with splayed reveals to im- 
prove the lighting. Windows are 
metal framed; glass blocks on each 
side of the front door enhance the 
exterior effect as well as lighting the 
hall. To save wood, skirtings“ are of 
painted cement, drainboards of asbes- 
tos-covered cement, floors of asphalt 
with linoleum or paint finish. Light 
distemper is used on the walls. 


PUBLIC ART AND ARCHITECTURE. By 
John Alford. Yale Review, New Haven, 
(Drawer 1729) University Press, Sept. 
1942. pp. 67-78. 

“ARCHITECTURE is perhaps the most 
socially potent of the arts, binding men 
together not only as sharers in com- 
mon circumstances but also it may be, 
with common pride and loyalty” 
“The function of a social solvent falls 
also to architecture and still more to 
the two arts of painting and building 
in collaboration. . . . Common sense 
and experience suggest for architecture 
simply a job of good building with- 
out technical or period stunts 
based on convenience . . . liberality 
and proportion . . . public building 
planned to a larger pattern and richer 
finish than the private home but not 
essentially different in idiom.” 
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lS 


First it was an idea—nebulous as air. 
Next a rough pencil sketch. 
Then a ton of drawings, renderings and blueprints. 
Finally, a gleaming behemoth of steel slugging it out with the enemy. 


Multiply this by infinity and you get an approximate idea of the pen- 


cil work that goes into Uncle Sam's War Production. 


That WINNER Techno-TONE Drawing Pencil has been an indispensable 
factor in much of this work is an established fact. Established, too, is the 
preference of Craftsmen for this precision-milled pencil . . . for its grit- 
free smoothness, its flakeless, smudgeless rich black uniformity of tone. 
You are welcome to try a free sample. Just tell us the degree you prefer. 


Write Dept. AR-12, A. W, Faber, Inc., Newark, N. J. 
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Companion Pencil—WINNER 
Thin Colored Checking—Su- 
perb colors and strength. 
Choicest for all prints; 2381 
Red; 2382 Blue; 2383 Green; 
2385D Yellow; 2437D 
Orange. 10¢ each. $1.00 
dozen. Would you like a 


sample? 


* 
WINNER Techno - TONE Is 
available in 17 scientifically 
graded tones — 6B to 9H. 
Polished rich green. Packed 
in metal box. Made in U.S.A. 
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THE FIRST FIVE YEARS OF PEACE 


maybe tough for some towns and cities 


(A prospect of a decentralization of industry and 
housing intrudes upon the thought of anyone 
who contemplates the physical and financial 

situation which confronts many towns and cities. Both 

industry and housing have a common stake in decentraliza- 
tion. The solution of industry’s problem may bring the 
solution of the housing problem. In the post-victory period 
industry and housing may find it feasible to work together 
to further a movement away from urban centers into locali- 
ties of decentralized industry, living, and employment. 


Decentralization of industry and housing may compel the 
replanning and rebuilding of urban centers of population 
from which this movement may emanate. And, decentraliza- 
tion will present opportunities to smaller towns and cities 
for which they must immediately prepare if they are to 
become the benefactors of this process. The need is for 
research and planning by all sizes of cities and towns. Is it 
not logical to prepare now to attain the things for which 
we fight a war? Winning the peace may depend upon how 
well we prepare now to meet the conditions of peace. The 


BUILDING - PLUMBING -DRAINAGE PRODUCTS 


time may be short. The first five years of peace may be tough 
on some towns and cities. 


Research and planning for the rebuilding of a town or city 
requires trained talent such as architects and engineers and 
professional town and city planners. The specific task is to 
lessen the number of “ghost towns” in the post-victory period. 
Replanning must include practically everything related to 
the physical and financial makeup of a town or city. Among 
the many sources from which factual information on these 
subjects may be obtained are these: National Resources Plan- 
ning Board, National Planning Association, American Society 
of Planning Officials, Federal Housing Administration, 
Federal Works Agency, and many others. 


Many cities and towns are already engaged in researching, 
organizing, and planning the future town and city. This 
experience provides guidance for all those who are now ready 
to undertake this work or enlarge upon work already under 
way. A phase of this work of growing importance is how to 
organize it so that government agencies, private industry. 
and organized labor may cooperate and produce a post-war 


prosperity and security. Someone in each community must 
become inspired to undertake this work and live it. This 
is work that may well initiate a new pattern of living that 
in turn may change the face of both industry and society. 
Our purpose is merely to induce and encourage the replan- 
ning of towns and cities. 

By urging you and your talented fellow citizens to replan 
your community for the rebuilding of it in the post-victory 
period, Zurn is performing one of its responsibilities of leader- 
ship. Another responsibility of leadership is being fulfilled by 
our research and engineering activities which keep us in 
touch with a great deal of what is being accomplished along 
replanning lines. Factual information which we have collected 
from contact with organizations, commissions, and agencies 
that are active in replanning for rebuilding is available to 
you on request. You are also invited to send for our portfolio 
entitled “A New Era For Building is Only Marking Time.” 


J. A. ZURN mee. co. 
Sales Office and Factory: ERIE, PA., U. S. A. 


A—Zurn Engineered Carriers afford 4-Point Pro- 
tection for wall fixture installations. 

B—Zurn Roof Drains are available for every type o 

roof construction, 

C—Zurn Floor Drains and Accessories meet every 
floor drainage requirement. 


D—Zurn Plumbing Drainage Fittings include every 
item required for the installation of plumbing 
drainage systems. 


ROOF TO BASEMENT 


l 
| 


ENGINEERS in their special- 
ized field are on the alert, 
researching, inventing, de- 
signing to meet new needs that urban 
reconstruction will require. They are 
making and testing one device after 
another in a continuous endeavor to 
improve building and plumbing 
drainage systems. Their job is to sup- 
ply Engineered Protection for human 
health and modern structures. Not 
for one moment are they in any way 
neglecting the performance of a vital 
service to the winning of the war. 
Indeed, they are helping to speed the 
construction of war production plants 
and housing for war workers and 
ships to solve our transportation 
problem. But to neglect the develop- 
ment of new devices for a new era of 
building would be unthinkable. While 
at war, we should prepare for peace. 


J. A. ZURN MFG. CO., ERIE, PA., U. S. A. 


Please register my name and the names of individuals and organizations 
attached, to receive a copy of the portfolio entitled, “A New Era For 
Building is Only Marking Time,” of which I understand a limited number 
will be available when printed. 

Name Position 


Company 
Address 


City and State 


Form No. 4228 P. S. Please attach to vaur hucinece letterhead 


What a challenge to tomorrow’s builders! 


HERE are two sides to every 

question. In the picture above you 
see the effects of wanton, tragic, useless 
destruction. But look further. Doesn't 
there begin to come to your mind the 
vision of how you would rebuild—of the 
light and air and beauty with which 
you could transform that ugly, crowded 
waste? Man’s greatest claim to hope lies 
in his eternal urge to build again—and 
better. 

Bombs may never level cities in our 
own fair land. But the hand of builders 
will. Vast, crowded areas wait to be 
reclaimed. Housing may be a puny or- 
phan of the war, but fed by neglect it 


CARNEGIE-ILLINOIS STEEL CORPORATION, 


will emerge a giant. Sooner or later, the 
pent-up demand for shelter will break 
like a storm under a release of materials. 
Then, you, the creative planner, will 
come into your own. 

And ready to your hand, will come 
the steel with which to build—stronger, 
safer, more beautiful. For war's insati- 
able demands have vastly stimulated 
research and revealed a 
range of possibilitie 


whole new 

Forced as you are today by the war 
emergency to forego its use as fully as 
possible, there is no barrier to your plan- 
ning for tomorrow. Steel will be back 
more plentiful and versatile than ever. 


HOW STEEL IS IMPROVING 
CONSTRUCTION 


Faster, cheaper construction. Better ways to 
use steels have resulted in buildings being com- 
pleted months ahead of schedule, with large 
savings in costs. 


Stronger, more flexible construction. New 
methods of fabrication with steel make build- 
ings more resistant to explosions, fire, earth- 
quake, lightning and storms of all kinds. 


More durable construction. Steel can be made 
as corrosion-resistant as you want by proper 
alloying or surface treatment. U-S-S Stainless 
Steel, Cor-Ten, Copper Steel, VITRENAMEL, 
Paintbond, Dul-Kote, Terne plate, Galvanized 
steel—all have different degrees of corrosion 

ysistance making them suitable for particular 
jobs. 


Better designs in steel. Architects are con- 
tributing neasurably to the better use of 
steel. Business buildings, factories, homes are 
not only practical, but beautiful when cor- 
rectly designed with steel. 


and Chicago 


Pittsburgh 
COLUMBIA STEEL COMPANY, San Francisco 
TENNESSEE COAL, IRON & RAILROAD COMPANY, 


Scully Steel Products Company, Chicago, Warehouse Distributors 


Birmingham 


United States Steel Export Company, New York 


THE END OF THE BEGINNING 


DESICN FOR 


DEMOCRACY. 


* ARCHITECTURE AND 
DEMOCRACY, PART II, 
During the War; Claude 
Bragdon, ARCHITECTURAL 
RECORD. August, 1918. 
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Tue end of one year marks the beginning of the next. Another chance, another change. 
After a year of the most drastic changes that the building industry has ever seen all eyes 
turn toward what 1943 will bring. Will it see Victory, an Armistice, or further building 
for war production, the conversion of more men and more materials? Will we be ready 
in 43 for the peace if it should come, or once more unprepared, our plans too little and 
too late? If peace is nearer than we expect, our nebulous plans to take up the unemploy- 
ment through large construction projects may prove wholly inadequate. 


Is it possible that we will repeat the mistakes of the last war? Will the promise 
of the opportunity of making a better world be denied again? Will the idealism of to- 
day be lost in the rush to get back to the “normalcy” of hit-and-miss, unplanned building, 
patternless, self-destroying cities budding at the perimeter, decaying at the heart—or 
can we overnight create a practical Design for Democracy? Does this have a familiar 
ring? Do you have the strange feeling that we have been through this before? Some 
of us have. We may, with more understanding minds, consider in a new light these 
words written in the heat of World War I— 


“ .. The best thing that can be said about our immediate architec- 

tural past is that it is past, for it has contributed little of value to an 

architecture of democracy. During that neo-feudal period the archi- 

tect prospered, having his place at the baronial table; but now poor 

Tom's a-cold on a war-swept heath, with food only for reflection. . . . 

.. When the storm broke militant democracy turned to the engi- 

neer, who produced buildings at record speed, by the mile, with only 

such architectural assistance as could be first and easiest fished up 

from the dragnet of the draft. 

„ The ideal relation between architect and engineer is that of a 

happily wedded pair—strength married to beauty; in the period just 

passed or passing they have been as disgruntled divorcees. . . . 

“ |. . To the architect falls the task, in the new dispensation, of pro- 

viding the appropriate material environment for its new life. If he 

holds the old ideas and cherishes the old convictions current before 

the war he can do nothing but reproduce their forms and fashions; 

for architecture, in the last analysis, is only the handwriting of con- 

sciousness on space, and materialism has written there already all that 

it has to tell of its failures to satisfy the mind and heart of man... 

“ |. His problem, in other words, is not to interpret democracy in 

terms of existing idioms, be they classic or romantic, but to experi- 

ence democracy in his heart and let it create and determine its new 

forms through him. It is not for him to impose, it is for him to be 

im posed upon.”* 
+ These are no new truths; the words are as true today as they were in 1918 (except 
for the first sentence). Let there be no preoccupation, lack of manpower or lack of 
initiative now—no lack of effective leadership of the creative forces of the building 
industry in planning a course for the future. The architects and engineers of the 
country today realize as never before their responsibility. Theirs is the task of so 
planning now the buildings of the future that they will both “satisfy the heart and 
mind of man” and provide for his physical comfort, convenience and efficiency. In- 
dividually as well as collectively we must prepare now for the opportunities and tasks of 
the postwar period. The year 1943 should mark for each of us the beginning of the 
most intensive effort that has yet been made to solve the problems of creating an ever- 


developing Design for Democracy. 
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SCHOOL IN THE ADIRONDACKS 


DOUGLAS HASKELL, Designer. HENRY S. CHURCHILL and RODERICK S. SEIDENBERG, Associate Architects 


Below: The welcoming light of the guests’ entrance 
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Tur desire to combine the atmosphere of the home with the 
facilities for study and for enjoyment of outdoor life dictated 
the plan of the North Country School. The pupils, boys and 
girls in the 6-14 age group, work, play and sleep under the 
same roof. 

The Adirondacks themselves, rising majestically above Lake 
Placid, where the school is located, influenced the character of 
the new building. The designers have imparted some of the 
rugged feeling of the woods into their work and the result is 
good contemporary design. All the elements have been re- 
duced to their simplest terms. No effort has been made to em- 
bellish either the exterior or the interior. The building has the 
dignity and appropriateness characteristic of all work in which 
“the most direct way to do the job” is the guiding motive. 
Simple red cedar siding with a coat of linseed oil was used for 
exterior finish. A flat roof was adopted. The interior has no 
elaborate reception rooms, over-plumbed bathrooms or unused 
spaces to recall the days of wasteful luxury. 

The school grounds, 160 acres, are located on the edge of 
the forest, near the town of Lake Placid. The region is ideal for 
mountain climbing, camping, fishing and the study of wild life, 
and practice ski-slopes, mountain trails, the famous bob run and 
a lake are close at hand. A path from the door leads into the 
wilderness of the State Forest. 

The school administration wished to take advantage of the 
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numerous opportunities for a well rounded education offered by 
the countryside. The course covers the full eight years of gram- 
mar school and enables the pupils to combine useful work with 
study and play. On the school farm the children have regular 
“chores” to do, and they are counted on to accomplish them. 
They not only use the horses for riding, sleighing and over- 
night camping trips, but also take care of them. Many sports 
are encouraged, particularly those which the student can carry into 
later life. Indoors and out, boys, girls and teachers live to- 
gether in friendly companionship similar to family life. 

The headmaster thought that his problem of education could 
be solved by getting away from separate recitation buildings and 
dormitories which, he felt, cut off the educational process at 
each door. It was decided that the children should work and 
sleep in the same building. The designers, to solve this require- 
ment, made each classroom the size of two bedrooms (see dia- 
gram). The plan developed from this unit of measure proved 
to be flexible and easily adapted to the changes that have been 
made from time to time. 

One of the main concerns of the designers was to provide a 
way for the children, returning from outdoor work or sports, 
to shed their snowy, muddy clothes before entering the build- 
ing. This was taken care of by means of a locker room through 
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Patterns in the snow, and lessons in the art of healthful living 


Diagram shows unit of measure used in the design of the school. 
The size of two bedrooms almost equals the size of one classroom 
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which all pupils mast pass. The floor of the room has 
gutters which can be flushed out as in a cow barn. Heat- 
ing coils, coming direct from the boiler, are linked to a 
system of air circulation to provide a means of drying the 
clothes and shoes. 

There is also a ski porch where all the cumbersome 
equipment connected with this sport is stored outdoors. 
Admittance to it from the inside is through a small vesti- 
bule. The designers did not find it possible to place the ski 
porch and locker room together, but they did place the 
guests’ entrance, the service entrance and the door to the 
locker room all near one another on the forecourt, greatly 
simplifying the problem of access. This was a wise pre- 
caution, the difficulty of plowing snow being such an im- 
portant consideration. 

The natural center of the school life is the Hall, located 
at the intersection of the two wings of the building. Rather 
than using the irregular space formed by the “V plan” for 
washrooms and closets, the designers threw it all into one 
room. It made the building “easy to read.” The angle of 
the plan, incidentally, was not drawn with a 30-60 triangle. 
The simple proportion, two to three—like a roof slope— 
was adopted and it made the execution of the work simpler 
for the carpenters. 

Every effort was made to make the fireplace corner warm 
and welcoming. The tall, shallow fire-opening was chosen 
because it has exceptionally good radiating power. To in- 
crease efficiency still further, the back of the fireplace was 
made of metal, and ducts for a circulation of warm air to 
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design of the v-shaped alcoves which add interest to the facade and admit full sunlight to the classrooms 


Form follows function in the 
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Looking down into the large informal entrance hall with its tall 
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fireplace which is the natural center of all school activities 


The modern wood chute, taking the place of banisters of former 
days, is the joy of all youngsters from the day they enter school 


outlet grills were installed. Care was taken to provide 
space for people to sit around the hearth without interfer- 
ing with the circulation from room to room. 

The program called for sensible classrooms of reason- 
able cost, in which all student activities could take place. 
Each room was designed with three areas, each with a 
separate function. The center of the room was devoted to 
study and recitation; space for simple laboratory work was 
provided near one of the walls, where a sink and drawers 
for storage of scientific equipment were located; and each 
room was given an area for individual, undisturbed study, 
which took the form of an alcove projecting from the 
face of the building. These alcoves were named ‘“‘sun-catch- 
ers.” They have the advantage of being in full sunlight, 
in full view of the teacher, and offering an inspiring view 
of the mountain scenery. 

The work-play character of the school found further ex- 
pression in the Shop, which contains facilities for wood- 
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Classwork varies from recitation at desks to laboratory experiments near wall or individual undisturbed study in the sunlit alcoves 


Snow-laden paraphernalia of children is kept in simple 
wood compartments. Snow on floor can be flushed to gutter 


working, painting and photography. The school places 
emphasis on the child’s ability to repair the equipment he 
uses for work or sports, and the shop is well fitted out for 
such repairs. Pipe rails were used for lumber racks. The 
lumber was placed in a location having easy access to the 
outdoors for loading and unloading. 

The sleeping quarters are all placed on the sunny side of 
the building. The director's apartment at one end of the 
hall and the teacher's room at the other make good super- 
vision of the children possible. An isolation room is pro- 
vided for children who may be suspected of coming down 
with a cold or some other contagious illness. Good means 
of exit from the second floor is provided by two stairways, 
well separated from one another, at each end of the cor- 
ridor. 

The impulse to slide down the banisters, dear to the 
heart of every school child, was given a means of concrete 
expression in a slide built in the main stair well, beside the 
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Broad windows in the dining room look toward the mountains. Social gatherings form around the spacious hearth of the corner fireplace 


The gallery-gods look down on a students’ play in progress 
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stair. This device was considered safer than a fireman's 
pole, and more fun. During a period of experimentation 
the slope was first made the same as the slope of the stair. 
The headmaster, on the maiden voyage, nearly went 
through the wall. The slide was then made with somewhat 
lesser slope. It has been such a success in breaking down 
the initial hesitancy of the children to warm up to the life 
of the school, that the school may some day build a bigger 
and better slide—World’s Fair style—with curves and a 
change of pace. 

To eliminate the perverse temptation to slide down the 
stair rail as well as the slide, a rope railing was selected. It 
was quite a trick to keep it in proper tension in all sorts of 
weather, A single piece of rope was carried down the rise 
of the stair through strong stanchions, made to turn at the 
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bottom by means of a curved section of pipe, and brought 
up to the top of the stair again. Both loose ends were at- 
tached to an “evener,” like the tugs of a harness, which 
worked back and forth on a threaded pipe against a strong 
coil spring. The stretch was adjusted by means of a flange 
threaded on the pipe. The tension was maintained by the 
spring. The whole assembly was concealed behind a wall 
panel. The rope tends to shorten in summer, lengthen in 
winter. 

The children’s ladder-climbing instinct was satisfied by 
the erection of a crow's nest, a platform built around the 
main chimney, with access to it by ladders from flat roofs 
below. 

The architecture of the school is a natural expression of 
its function and its details have not been studied for their 


Bedrooms have cheerful simplicity and good utilization of space 


"effect” but for their effectiveness in performing their func- 
tions well. The school is informal but thoughtful and full 
of spontaneous natural life—and so is the architecture. The 
architecture contributes to the child’s sense of the fitness of 
things and is a means to an end, not an end in itself. 


The old barn door” is a big help in getting heterogeneous equipment used for the manual training classes in and out of the shop 
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CONSTRUCTION OUTLOOK FOR 1943 


By THOMAS S. HOLDEN, President, and 
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CLYDE SHUTE, Asst. Vice President, 
F. W. DODGE CORPORATION 


Dollar volume of construction in 1943 promises to exceed 
that of the average peacetime years and to be greater than 
1940. The analysis takes into account the trends in wartime 
controls and regulations, the material and equipment situa- 
tion, and the needs for essential building in the coming year 


C ONSTRUCTION VOLUME in 1942 has reached an all-time high 
record; the year’s total will be from 30 to 35 per cent greater than that 
of 1941, and approximately 20 per cent greater than that of the previous 
high record year, 1928. 

This record volume resulted from successive expansions of the war 
construction program after the country’s entry into the war. As war con- 
struction mounted, there were successive curtailments of civilian con- 
struction and increasing controls and limitations with respect to critical 
materials. In addition to shortages of metals, the principal critical ma- 
terials used in construction, a tight situation developed with respect to 
lumber, largely due to manpower shortages. 


STREAMLINING THE VICTORY PROGRAM 


In recent months the War Production Board has been fairly com- 
pletely revamped in order to effect tighter controls of construction, pro- 
duction and materials. The purpose is to emphasize end-products in the 
1942 program and to limit the creation of new facilities of all kinds by 
the strictest possible tests of essentiality for winning the war. Extra 
efforts will be made to utilize existing factories instead of building new 
ones; concentration of civilian production in a few selected plants is 
expected to release others for war work. The Smaller War Plants Cor- 
poration is expected to secure fuller utilization of small plants in war 
production. In the housing field, the National Housing Agency is making 
a strong drive for fuller use of existing housing facilities in defense areas, 
both in terms of persuading families to take in lodgers and by leasing, 
through the HOLC, existing single-family houses for a period of years 
and converting them to provide living facilities for two or more families. 
Back of this positive effort to curtail construction is the added fact that 
the major portion of needed larger facilities (manufacturing plants, can- 
tonments, air and navy bases, etc.) has been completed or is near com- 
pletion. 

In the War Production Board, construction programs of all war 
agencies (including the Civilian Supply Division of WPB, which will 
determine essential civilian needs) will be carefully reviewed by the 
Facilities Bureau (Fred Searls, director) and there be rejected, curtailed 
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PRE-WAR CONSTRUCTION 
AND WAR CONSTRUCTION 


The chart gives the valuation of 
construction contracts for 37 
eastern states in millions of 
dollars, including the average 
value for 1920-39, the actual 
values for 1940-41, and the 
estimated values of 1942 and 
1943. Contract awarded tabula- 
tions differ from overall Govern- 
ment figures in terms of terri- 
torial coverage; also (perhaps 
more importantly) in that con- 
tract figures represent work 
started and Government figures 
represent work in place. 


$4,003 MILLION 


$3,775 MILLION 


1920-39 AVERAGE 1940 1941 


or approved and there be counted in for material allotments. Within the 
Facility Bureau are two units, the Facility Clearance Board and the 
Facility Review Committee. The Facility Clearance Board will pass on 
all proposed new construction projects amounting to $500,000 or more; 
the Facility Review Committee will pass on new projects under $500,000 
in value and is now in process of reviewing all current projects. Under 
the latter procedure, it is currently ordering numbers of projects actually 
being constructed but deemed unessential according to present strict 
interpretations, to be held up for the duration. 


A CONTROLLED CONSTRUCTION PROGRAM 


Obviously the strictly controlled program of 1943 will not exceed 
the volume permitted by the control agencies and will not result from 
ordinary economic demands. Consequently, the estimates here presented 
represent Government estimates translated into figures consistent with 
F. W. Dodge Corporation’s recorded contract statistics. 

Three sets of adjustments have been made. First, it is necessary to 
estimate that portion of WPB totals that will be executed within the 37 
states east of the Rocky Mountains and the portion within the cost range 
of the contract records. Second, it is necessary to adjust Government 
figures for work in place to the contract, or work started, basis. Since 
much of the work to be completed in 1943 will have been started in 1942, 
percentage declines in contracts may be expected to be greater than the 
corresponding percentage declines in volume of work completed. The 
third adjustment is the translation into terms of the regular classifications 
of Dodge statistics. 

The figures shown in the table indicate for 1943 a 50 per cent de- 
cline in the total value of building contracts; a 47 per cent decline in 
heavy engineering contracts (public works and public utilities com- 
bined) ; a decline of 49 per cent in total construction expenditures. 


MORE THAN PRE-WAR ANNUAL AVERAGE 


These percentage drops are drastic. But they represent declines 
from the record construction volume of all time. The estimated 1943 
totals compare favorably with the 1920-1939 average figures and the 
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figures for 1940, which was a year in which war construction contributed 
a relatively small proportion to the total. 

We believe these figures may safely be regarded as minimum figures. 
It is always the preference of F. W. Dodge Corporation in putting out 
advance estimates to err on the low side rather than on the high side. 
Furthermore. the estimates are being made at a time when all emphasis is 
being placed on curtailment of construction. It is quite conceivable that 
the process of curtailment may squeeze out projects which will later 
prove essential and may not fully provide for all the new needs that may 
arise during 1943. In particular, war housing needs are considerably 
greater than the figures shown in these estimates. While it is doubtful 
whether all the housing desired for in-migrant workers will be provided, 
there will be a constant pressure of new requirements demanding new 
allocations of materials for housing purposes. No relaxation of restric- 
tions on non-war construction appears likely. 

In general, the number of very large projects (running into the tens 
of millions of dollars) is apt to be small in 1943, in relation to the 
numerous huge projects of 1941 and 1942. The bulk of the year’s 
program will consist of moderate-sized projects; relatively few large in- 
dustrial plants, cantonments and bases and supply depots, many new units 
added for expanding existing large projects. It is to be noted that the 
indicated 60 per cent decline in manufacturing building contracts leaves 
a far larger volume of such work than was seen in any peacetime year. 

Summarizing, the total dollar volume of 1943 construction promises 
to exceed that of the average peacetime year. As a statistical total. that 
does not present a too distressing prospect. However, controls will act in 
many ways besides curtailment of the program. Critical materials will be 
rationed out on an allotment plan; price controls, ceilings on contractors’ 
charges, wage and salary controls, manpower problems—all these will 
complicate business procedures. 

It is likely that 1943 construction in the 11 western states (not in- 
cluded in the table here shown) will follow the same trend as in the 37 
eastern states. Overseas construction by our armed services, which has 
been very large in volume during the past two years, will continue, but 
information is not available upon which to estimate its importance: in 
the interest of conserving cargo space as well as materials, exports of 
American-made materials will be held to a minimum, and the greatest 
possible use be made of native materials at overseas construction sites. 

The construction industry has does a superlative job in handling the 
record volume demanded by the war. Many designing and building 
organizations have handled work on a vastly larger scale than ever 
before, have completed many of their projects ahead of schedule, and 
have handled many of them with very small margins of profit. It is our 
observation that the industry is fully prepared to tighten its belt in 1943 
and for whatever may be in prospect in any remaining war years. It will 
be equally ready to spring into action after the cessation of hostilities to 
handle the large volume of civilian work now being held in abeyance or 
being planned for the postwar period. Preparation of plans for postwar 
activity, by individuals, industries and governmental agencies, will in- 
crease greatly in 1942. 
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COLONIAL DESIGN FOR A NARROW LOT 


ROYAL BARRY WILLS, Architect 
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REMINISCENT of the early New Eng- 
land farmhouse, this cheerful resi- 
dence was planned for three sisters. 
Because of the restrictions of a narrow 
lot, the house has been placed with its 
short side to the street and the main 
entrance opening from a fenced-in 
courtyard garden faces towards the 
South. 

The plan is well-integrated in its 
elements and has been carefully stud- 
ied to use all available space to the 
utmost. 

Clapboards are used on the front 
facing the garden; shingles on the 
sides and rear. The color scheme is 
white with bottlegreen blinds. The 
interior rooms are plastered and pa- 
pered. Stock moldings were used. 


39 


William Kech 


PLANNED FOR THE FUTURE 


GEORGE FRED KECK, Architect 
WILLIAM KECK, Associate Architect 


Tuis cheerful summer cottage, sheltered by the forest 
on the shore of a lake, has been planned with re- 
freshing directness and simplicity. The interesting 
angle of the lakeside wall adds space to the living 
portion of the house, and in swinging around more 
to the south, affords more sunshine and an uninter- 
rupted view of the lake from the living room. In 
addition, this unusual treatment adds interest to a 
shape that might otherwise be commonplace. The 
interior ceilings follow the roof pitch which is high- 
est in the living and dining spaces, tapering into the 
bedrooms. This also gives a greater feeling of spa- 
ciousness. 

Materials used are simple local stone and pine and 
fir lumber. The side walls are of random width, 
2-inch thick T&G material rammed and calked to- 
gether. The exterior is painted and the interior is 
stained. Stock double-hung windows and door frames 
were cut in and a minimum amount of hardware used. 
Curtains are used in place of interior doors. Com- 
position roll roofing covers the roof deck. 

The house is unheated except for a large fireplace 
heating-unit, and there is as yet no interior plumbing 
for a bathroom. The large underfloor space, used for 
storage of boats, canoes, camping equipment, etc., will 
make the installation of future plumbing and heat- 
ing possible when such materials are again available. 
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Left. View from the 
lakeside, showing the 
cottage and raised 
terrace which pro- 
vides access from the 
lake and from the 
road to the living 
quarters of the house 


Below. The living 
room interior. Note 
the large windows 
opening towards the 
lake front, and the 
direct architectural 
treatment expressing 
simple construction 
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CANTILEVER HANGAR 


SANTOS DUMONT AIRPORT, 


HERE Is A Clean-cut solution to the 
problem of designing an airplane 
hangar with the maximum clear floor 
space and maximum door opening. 
There are no vertical column obstruc- 
tions in the entire length of the 
building as all supports (and there 
are only 5) are concentrated at the 
center, some 75 ft. back from the 
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RIO DE JANEIRO, BRAZIL 


doors. These central supports are 
about 100 ft. apart and support 
longitudinal trusses which, in turn, 
support the balanced cantilevers. 
The offices are concentrated at the 
west end of the building which has 
the interesting architectural treat- 
ment shown in the illustration above. 
The vertical vanes are entirely func- 
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Engineers 
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CANTILEVER TRUSS 


TRANSVERSE SECTION 
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LONGITUDINAL SECTION THROU 


Above. Interior of hangar looking 
toward the glazed end. The widely 
spaced columns support longitudi- 
nal trusses which carry the canti- 
levers. Ceiling is formed by seg- 
mental roof arches on lower chords 


Left. Hangar plan showing offices, 
storage and services. Dotted lines 
indicate cantilevers and their sup- 
porting trusses 


Below. Diagrammatic section show- 
ing balanced cantilevers spanning 
nearly 200’ with columns about 
75 from doors 
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tional as they shade the offices from 
the hot sun. 

While a similar structural design 
could be produced in steel, conditions > ee nga” Ms 
in Rio dictated the reinforced con- : — 
crete construction. Brazil as yet pro- 
duces no rolled steel shapes but re- 
inforcing bars are available and easily 
transported and fabricated. 
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The form work for the trusses 
would be expensive if high labor costs 
were involved. However, it is pos- 
sible to re-use the forms, as the 
trusses are repeated. Much of the 
success of reinforced concrete design 
such as this rests on the careful con- 
trol of the placing of the bars, of 
the mix and of the tamping of the 
concrete. In Rio it was not necessary, 
naturally, to calculate any snow load, 
and no difficulty was to be encountered 
through exposed truss members. 

The entire construction shows con- 
structive imagination, engineering ef- 
ficiency and a pure functional design 
which is not lacking in either a sense 
of scale or a feeling for proportion. 


Above. View looking across the bay 
from the center of the roof show- 
ing exposed cantilever truss mem- 
bers and arched roof 


Right. A model of the building 
indicating the relationship of office 
portion to hangar proper and show- 
ing the scheme of balanced canti- 
lever trusses exposed 


Below. Diagrammatic section show- 
ing longitudinal trusses and placing 
of cantilevers. Space between these 
trusses used for offices and storage 
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Interior of the hangar looking toward 
the office end of the building and 
showing the rolling doors which can 
be opened at any and all points 


The size, spaciousness and flexibility 
of the hangar are shown in this view 
with the doors rolled back. The clear 
height of the opening and the doors 
is approximately 34 feet 


Below. Two views of the exposed 
cantilever trusses and the segmental 
roof arches. Vault lights are shown in 
view at the right in which also can be 
seen the wall of the office and stor- 
age space with horizontal louvered 
windows. The sharp arrises of the 
truss members indicate the care with 
which forms were made and cement 
was poured 
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AIR-SUPPORTED ROOFS FOR FACTORIES 


By HERBERT H. STEVENS, Jr., C. E. 


Editor's Note: A radical departure in factory design and construc- 
tion has been proposed by Mr. Stevens. His theories and calcu- 
lations have been carefully checked by several prominent consulting 
engineers without discovering fallacies in the reasoning. The prac- 
tical application of the principles involved awaits further investi- 
gation and corroboration. 


Ti ROOF of the factory here described is a thin, steel 
membrane constructed with insulation and roofing flat 
on the ground and fastened to a concrete anchor ring. 
It is then raised and stretched into a dome shape by air 
pressure from ordinary ventilating blowers, and there- 
after is supported by a pressure of one ounce per square 
inch from these blowers. The effect of this pressure 
on the occupants is negligible as it never exceeds the 
difference in air pressure between the top and bottom 
floors of a sixty story building. 

The working area within the factory is completely 
free of columns and other structural obstructions which 
interfere with production in ordinary buildings. The 
structure uses one tenth the amount of steel and other 
priority materials ordinarily used. 

The factory is well protected against air leakage. All 
doors are double, forming airlocks, with the exception 
of revolving doors for personnel and the single door where 
railroad trains enter. In the last case the bulk of the 


car fills the opening and air loss is not great. Leak- 
age is so slight that the fans could be stopped for several 
days before the roof would settle seriously, and in case 
of shut-down periods a single relatively small fan can keep 
the roof supported indefinitely. 

The roof is 18 gauge steel sheet about 3/64 in. thick, 
which is unrolled on the leveled ground in strips 90 
in. wide and up to 600 ft. long. The edges are welded 
together electrically, and the ends are seam-welded to a 
steel plate fastened to reinforcing rods buried in the con- 
crete anchor ring. One. inch insulating board is laid 
with hot asphalt on the steel membrane and three-ply 
20-year roofing covers it. Meanwhile, blower stations and 
airlocks are constructed outside the ring, and when com- 
pleted, air is forced under the roof. 

Mathematical analysis and tests with models show that 
the roof will rise evenly from its initial flat shape on 
the ground and will draw into a dome shape as if ac- 
tually stretched on a die. The stretch is one per cent, 
and the soft deep-drawing steel used can be safely stretched 
up to 20 per cent. 

Excess pressure is always carried to prevent the roof 
from fluttering in the wind. The slight positive pres- 


sure exerts a damping effect that prevents ripples from 
starting. Since the roof is a perfect form to resist internal 
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Airplane view of proposed circular factory indicates 
the main airlock and the fan stations, Further de- 
velopment, as shown on the plan below, indicates 
the additional turbine stations, entrances for 
trucks and personnel and the railway entry 
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Diagrammatic plan of the circular plant with its 
1200’ clear span. Raw materials and finished parts 
as well as tool, storage and other services can be 
located near the perimeter where the ceiling height 
is relatively low. The four exhaust towers under 
the shell are shown here as well as in the dia- 
grammatic section on the previous page. These 
towers would be some 40’ in height. Fresh air 
inlets at the floor are shown (in the lower part 
of the above plan) spaced some 30’ on centers 


3 PLY, ROOFING ‘over I" INSULATING 
BOARD OVER #18 GAUGE SHEET STEEL 


ROOF LAPPED ON 
CONCRETE RING FLOOR LEVE 


SECTION THROUGH 
ANCHOR RING 


A detail of the heavy circular concrete anchorage, 
for the roof, which is continuous around the perim- 
eter except for entrance, exits and other airlocks 


pressure, the suction effect of the wind on the root is 
not excessive. 

The air supply system is composed of 16 fans dis- 
tributed about the anchor ring and forcing air into a 
system of concrete ducts beneath the floor. Outlets oc- 
cur in the floor at every 30 ft. to create a cool fresh 
air zone in the working area while heat from the lights, 
workmen, and machinery rises and collects under the roof. 
Four exhaust towers 40 ft. high collect the heated air 
at this level and carry it down under the floor to a duct 
going under the anchor ring. It is exhausted through an 
air turbine which extracts enough work from the pres- 
sure remaining in the air to pump nearly half as much 
fresh air back into the dome. The fans driven by the 
air turbine may also be driven by standby gasoline en- 
gines in case of electric power failure or in case of 
large scale air leakage from the dome. Under air leak- 
ing conditions the combined fan system will keep the 
roof supported with a nineteen foot diameter hole in it. 

The danger of complete collapse is more a psycho- 
logical problem than actual one. Any one of the 16 
ventilating fans comprising the ventilating system is suf- 
ficient to keep the roof inflated, and half of these are 
driven by gasoline engines independent of power failure. 
This extra capacity is required to take out heat in the 
summer, as air lost by leakage and operation of the 
air locks is very slight. The air is compressed only 
half of one per cent, and operation of the large airlock 
would reduce the pressure in the entire dome only 3 
per cent were no additional air introduced. Should the 
roof actually collapse, it would settle on the air ex- 
haust towers and lighting standards near the anchor ring 
without much hampering the work below. The roof 
probably could not stand much wind or snow load in 
this condition. 

Operating cost of the blower system is greater than 
ordinary ventilation systems because of the greater pres- 
sure, but this is halved by the use of the air turbines 
and the total operating cost of roof support and ventila- 
tion probably will not exceed five cents per square foot 
per year. This is about one sixth the lighting cost, 
and because the underside of the dome is smooth and 
without structural interferences that cast shadows and ab- 
sorb light, the lighting system probably would be 15 per 
cent more efficient and thus largely offset the increased 
ventilation expense. 

The use of a reflecting ceiling to prevent heat radia- 
tion downwards and collection of exhaust air from the 
hot strata in the upper part of the dome, will also im- 
prove the lighting and assist the cooling system should 
complete air conditioning be used. The factory is ideally 
suited for complete air conditioning, and a simple pip- 
ing system using the pressure in the dome will conduct 
to the outside dust and fumes of manufacturing opera- 
tions or processes that contaminate the air. 

The factory saves nine out of ten tons of steel used 
in other construction systems, and the total amount of 
material which must be transported to the site is con- 
siderably less. The factory is easily and rapidly built, 
and will have low overhead and upkeep costs. It is 
suitable for all kinds of manufacturing operations with 
its clear unobstructed working area. It is easy to camou- 
flage, and suitable for 24-hour-a-day blackout. 
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AT WINSTON-SALEM, N. C., for the 


ISLAND-TYPE BUS TERMINAL 


ATLANTIC GREYHOUND CORPORATION 


GEORGE D. BROWN, Architect 


The exterior design and color make the station an easily distinguished landmark 


Ta NEW BUS STATION at Winston-Salem, N. C., is 
planned for maximum efficiency in handling trafic with 
a minimum of confusion since it serves both as a terminus 
and as a transfer point. It can handle 225 scheduled trips 
per day, as well as double and triple departures during 
rush hours. The plan of the building, which permits load- 
ing and unloading of passengers on both sides of a central 
island, allows one-way circulation of both passengers and 
baggage. The exterior, in keeping with functional plan, 
is of pre-cast architectural concrete, blue for the first story, 
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ivory for the second. The station likewise is equipped 
in thoroughly modern fashion: all entrance doors have 
photo-electric cells; there is a public-address system with 
speakers in all public spaces and rest rooms; clocks and 
baggage time-stamps are all controlled from a master 
electric clock. The illumination is by high fluorescent and 
recessed lighting and by skylight. Air-conditioning is 
installed throughout. The public spaces have terazzo 
floors and wood wainscots trimmed with stainless steel 
moulding. The walls of the octagonal waiting room are 
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Right: Main entrance. Traffic to waiting 
room is separated from entry to stores 


decorated with hand- colored photo- 
graphic murals of the city and sur— 
rounding country. Both the waiting 
room and the foyer are two stories 
high and are exceptionally well light- 
ed. The shops on the streets are 
leased to concerns catering to trav- 
ellers. 

The restaurant, one of the conces- 
sions, accommodates about 70 people 
at the tables and counters. Nearby 
is a combination news, cigar and nov- 
elty stand. The spacious ticket office 
is large enough to accommodate five 
agents at one time. The baggage 
room, with express and checking fa- 
cilities, has two counters which are ac- 
cessible from the foyer and more bag- 
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Above: Natural light enters the waiting room through a skylight and clerestory windows. 
Telephone booths and parcel lockers are made integral parts of the interior design 


Bollinger’s 
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DECEMBER 


Interiors are designed simply and effectively to serve heavy 
traffic quickly and economically. Daylight is used where possible 


gage storage space is provided in the basement. The Dis- 
patcher’s office, in the waiting room, can also be reached 
from the baggage room and from loading platform. In the 
waiting room, individual coin-lockers and telephone booths 
for passengers’ convenience. The second floor is devoted 
to the offices. 

The workability of the plan is due to the careful study 
of direct and natural passenger circulation. Arriving busses 
enter the driveway on left (see plan), and stop with their 
front-entrance doors touching the unloading platform. Pas- 
sengers enter the foyer where mail clerk, restaurant, ticket 
office, rest rooms and baggage room are conveniently lo- 
cated in relation to platforms and waiting room. 


UPPER PART OF 
WAITING ROOM 


UPPER PART OF FOYER 
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Above: Loading platforms sheltered from weather 
and placed at angles to facilitate scheduled 
arrival and departure 


Right: Section and elevation showing the precast 
reinforced concrete slab facing and method of 
anchoring it to structure and backing 


Below: Glass block is used to separate the execu- 
tive offices on the second floor from their recep- 
tion room and to give light to the latter 
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Bollinger’s 


WARTIME 
CONSTRUCTION OF 


FACTORY BUILDINGS 


S UDDEN and sweeping changes in industrial building 
design represent both the climax of a shift to ever-larger 
factories and a wartime scramble to save materials. Of the 
three factors in factory planning—plant layout, plant 
mechanical and electrical systems, and building construc- 
tion—the third has experienced the greatest changes as a 
result of wartime material shortages. Covered quickly in 
succeeding pages are the latest innovations in factory design 
and construction to use wood and concrete in place of the 
familiar steel. 

In an earlier day the old problem of supporting the 
roof was fairly simple, for the 20 by 20 ft. bay was satis- 
factory and economical. But today spans are large, and the 
structure must support heavy loads on monorails or crane 
bays. Steel, being a flexible material and one well adapted 
to truss work, was the typical solution for the larger plants, 
with bays 40 by 40 or 40 by 60 ft. And for airplane plants 
and hangars, spanned with steel trusses, the spans went 
up to 300 ft. 

Prior to the critical material situation, the building in- 
dustry was having no trouble whatsoever in satisfying such 
requirements. But with the building of war plants—how- 
ever vital to the country’s war effort—feeling the curtail- 
ment of critical materials, notably steel, industrial buildings 
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challenged the ingenuity of the building industry. The 
problem, as a matter of fact, became three sided: (1) 
critical materials had to be eliminated; (2) speed of the 
construction was of the essence; (3) the buildings had to 
be built at minimum cost. 

Once the problems of required spans, overhead loading, 
column spacing, possible fire proofing, etc., have been 
worked out by the architects and engineers, in cooperation 
with the plant operators (with due consideration of the 
manufacturing process) a selection must be made from 
various structural schemes, using non-critical concrete or 
wood or a combination of both. Architects, engineers and 
contractors, as well as plant operators in many cases, have 
devoted considerable resources to this study, and as a re- 
sult the building industry has been able to deliver vitally 
needed industrial plants with a speed never before equalled. 

Both old and new forms of wood and concrete con- 
struction have been investigated to their fullest extent with 
regard to the amount of critical material necessary, the speed 
of construction and the cost. Many of the older systems 
have been given new adaptations which have added to 
their usefulness during the present crisis. The new sys- 
tems now being devised should prove of lasting signifi- 
cance in the industrial construction field. 


Hedrich-Blessing 


W itu the idea of saving critical materials, keeping down 
costs, and also of deveioping a form of concrete construc- 
tion which could be put up with great speed, Albert Kahn 
Associated Architects and Engineers and Mahony-Troast 
Company, contractors, developed, after considerable study, 
the now famous warspeed' construction. A system of can- 
tilever slab design was nothing new and had long since 
been discarded for so-called modern forms of concrete 
construction. What was new, however, and very success- 
ful, was the concept of building the structural system about 
the form work rather than designing first the structure and 
then somehow the form work which would enable it to be 
built. 

Once the 20 by 38 ft. column spacing was decided upon 
as ideal for the manufacturing process, a system of form 
work was scientifically developed—form work which was 
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WARSPEED“ 


J. AS FIRST USED FOR 


A NEW AIRCRAFT PLANT 


drawn over previously laid rails by tractors and which 
could be used over and over again to form each succeeding 
unit of construction. This form work, then, was capable 
of accounting for the structure of a particular unit, and 
the architects took great care that their factory would be so 
designed that this unit could be repeated again and again. 
There were no changes in dimensions once the unit was 
established. Beams were slightly tapered so that the form 
work could be easily stripped. The columns were set in 
from the beams so that they would be out of the way of 
the advancing form work. This system of construction 
worked out so successfully that 1,500,000 sq. ft. of roof 
area was constructed at the almost unbelievable rate of 220,- 
000 sq. ft. each week. The concrete roof slab is mopped 
with hot pitch, fiber glass insulation is laid on, and a 3- 
ply built-up composition roofing is applied. 
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STRUCTION IN CONCRETE 


ALBERT KAHN 
Associated Architects & Engineers, Inc. 
Mahony-Troast Construction Company, 


General Contractors 


2 TRAVELING FORM SYSTEM AS USED FORLONGER SPANS 


Albert Kahn Associated Architects & Engineers, Inc. 


Long-Turner Construction Company, General Contractors 


Tur Kahn organization developed, this time with the 
Turner Construction Company of New York and the Long 
Construction Company of Kansas City, another type of 
reinforced concrete construction which has been adapted 
to assembly line production. Longer spans and fewer col- 
umns were necessary than for 20 by 38 ft. column spacing. 
With the requirement of 40 by 40 ft. column spacing with 
provision for 2 monorails of 500 Ib. each per bay, an 
arched concrete design was developed. This longer span 
design was carefully studied with respect to the moving 
assembly line form work construction, permitting the build- 
ing of 200,000 sq. ft. of roof area each working week. 
This roof is made up of arch slabs spanning 40 ft. between 
concrete girders. These girders are supported by concrete 
columns every 40 ft., thus dividing the building up into 
30 by 38 ft. bays. The arch slabs are 3 in. thick except 
for special thickening where they spring from the girders. 
They are built to a uniform radius of 50 ft. 2 in., and are 
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reinforced with one line of welded wire mesh. Each 40-ft. 
length of arch roof is divided into 3 panels by concrete 
ribs. These ribs run through at the column points and at 
the third points of the girder spanning between columns. 
Under the arches the ribs are solid webs except for 4 oval- 
shaped holes for the passage of piping. In addition there 
are l-in. pipe leads through each rib just above the bot- 
tom steel to serve as hanger inserts. Incorporated into these 
ribs and acting as bottom steel are continuous tie-rods 
which take the thrusts of the vaulted construction. The con- 
crete ribs act as fire-proofing for the tie-rods. Tie-rods are 
welded together at the girders. Slabs and ribs frame into 
girders 20 in. wide and 33 in. deep. Columns supporting 
the girders are 20 in. square. From the floor to bottom 
of girders, the lowest point of roof frame, is a clear height 
of 20 ft. The amount of steel used in this construction was 
3.1 Ib. per sq. ft. as compared with about 5.8 Ib. for con- 
crete frame slabs and 14 lb. for structural steel. 
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WOOD AND CONCRETE FOR HEAVY LOADING 


Albert Kahn Associated Architects & Engineers, Inc. 


Brown & Matthews, Inc., General Contractors 


An EASTERN airplane factory presented the problem of a 
40 by 100 ft. column spacing, with a roof structure de- 
signed to carry heavy overhead loads at any point within 
the manufacturing area. Since the plant was to be com- 
pletely blacked out, no monitors were required. But, as in 
all war plants, critical materials had to be saved wherever 
possible. 

The solution was found in a combination of concrete 
columns and wood trusses and girders. Round concrete 
columns support a roof made up of wood trusses spaced 20 
ft. on centers and spanning 100 ft. These trusses are car- 
ried at intermediate points between columns by wood truss 
girders spanning 40 ft. from column to column. The round 
concrete columns were used because wood would have been 
too clumsy and would have taken up too much space. 
Laminated wood was employed for the structural members 
of the trusses because it was more easily formed to the 
required shape and because greater unit stresses, in bend- 
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ing, compression and tension, could be figured with the 
laminated wood construction. 

The intermediate trusses between the columns are re- 
ceived by an especially designed steel hanger at the center 
point of the wood truss girder. Otherwise 60 tons, 30 from 
each side, would rest directly on the bottom, tension mem- 
ber of the girder. 

Note the form of the concrete column caps. The heavy 
flanges receive the truss girders at either side, and the 
higher center portion takes the roof truss at the level of 
the bottom chord of the truss girder. 

Roof purlins are securely anchored to the roof trusses 
with wood clips, which are screw-bolted to the purlins. 
Note also (photo, lower right) the heavy wood members 
between the purlins. These were used not only to add 
strength to the roof, but also to provide a means of nail- 
ing for the wood and cement composition blocks which 
were specified for the roofing material. 
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Laminated wood, easily formed and allowing great 
unit stresses, was used for roof trusses. Roof spans 
are 100 ft., and the trusses are placed 20 ft. apart. 
Between the columns, which are spaced at 40 ft., 
the trusses are carried by heavy wood truss girders 


Roof trusses at the intermediate points rest in 
especially designed steel hangers, thus distributing 
the load over the truss members. The girders must 
support two roof trusses, one on either side, each 
transmitting to the girder a load of 30 tons 


Purlins are anchored to roof trusses with wood clips, 
screw-bolted to the trusses. The heavy wood mem- 
bers between the purlins add strength to the roof 
and also provide a means of nailing the roofing 
material, which is wood and cement composition 
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PRECAST CONCRETE COLUMN 


FOR CRANE BAY 


Giffels & Vallet, Inc., L. Rossetti, Architects and Engineers 


Roy Buck, General Contractor 


Å sma.t manufacturing building, to be built with all 
possible speed and a minimum of critical materials, with 
nothing extraordinary about spans or column spacing but 
with provision for an overhead crane. That was the prob- 
lem for which the designers found a rather unusual solu- 
tion. 

The essential feature of their scheme is a precast con- 
crete column combining roof and crane bay support. This 
column saved a considerable quantity of steel, much time 
and labor on the job, and provided a logical support for 
the crane. A wood truss and wood roof, and concrete 
masonry side walls, completed a structure using negligible 
quantities of steel. 

Besides the saving of steel, a notable advantage of the 
precast column is the saving of time. It could be cast, on 
the job, as soon as excavation work was completed, and 
while footings were being poured. The footings were 
poured with an opening at the top, into which the column 
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is set. There is the further advantage that, with the pour- 
ing of the columns done in a horizontal position, the form- 
work was considerably simplified. The method does re- 
quire, however, lifting equipment heavy enough to handle 
rather massive columns on the job. But against that is the 
great saving in time and labor when placing them. The 
assembly job is not complicated by the many separate ties 
and braces of more conventional construction systems. 

As indicated in the section on the next page, the column 
is shaped to receive the crane girder with only a simple 
bolting operation, anchor bolts being cast in the concrete. 
The roof truss is similarly accommodated. And, near the 
base, the column has three 7-in. round openings through 
which utility piping can be run, just at the inside wall. 

In conjunction with the precast column, a precast con- 
crete lintel was also used. The column is slotted at the 
side to match a similar slot in the end of the lintel. When 
the lintel is set, grout is poured in to form a firm key. 
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Precast concrete columns cast on the ground in horizontal position 
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With the columns set in place, work can proceed quickly at all points 
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With the structural elements precast, walls and roof require minimum labor 
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ALL-WOOD DESIGN FOR A SMALL FACTORY 


Giffels & Vallet, Inc., L. Rossetti, Engineers and Architects 


S. N. Nielsen Company, General Contractors 


Iw these days of great airplane plants 
with long assembly lines to handle 
whopping bombers, it is easy to forget 
that for a long period a 20 by 20 ft. 
bay was almost standard for industrial 
buildings. It was generally satisfac- 
tory and economical in construction. 
Not all factory structures even today 
need the great spans now associated 
with modern assembly methods. And 
with steel so critical and time so 
short, there is good reason for using 
economical spans wherever the factory 
operation permits. 

For the pattern shop of a small 
steel casting plant the designers took 
the old 20 by 20 ft. column spacing, 
and did the whole building in simple 
wood construction. In this case the 
roof problem was not complicated by a 
crane support, so the building might 
be considered typical of a wide vari- 
ety of small factory structures. 

The solution was found in a simple 
wood roof truss, supported by 6 by 6 
wood columns. The truss, detailed 
above, has a slope of 14 in. to the 
foot, and a 1/-in. camber. 
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ALL-WOOD CONSTRUCTION WITH CRANE BAY 


Smith, Hinchman & Grylls, Inc., Architects and Engineers 


O. W. Burke Company, Contractors 


3"x 6" SPLICE 


Herz is another fairly typical problem in industrial 
building design, also solved with all-wood construction, In 
this case a building for a die shop and industrial offices 
the lesser column spacing was not possible, and the require- 
ments included overhead crane supports. The span called 
for was 48 ft. with columns spaced 20 ft. apart in the 
longitudinal direction. But here again the all-wood con- 
struction solved all problems, with a minimum of critical 
materials. 

Interior columns are 12 by 12 in. timbers, exterior col- 
umns 10 by 12 in. The crane support problem was handled 
simply by adding separate 8 by 12 in. posts, tied to the 
columns with 2 by 6 wood members. 

The roof construction was designed for a total live and 
dead load of 45 lb. per sq. in., and the crane is of the 5-ton 


capacity. ate f DETAIL OF SWAY FRAME 
The roof truss was originally designed for the use of 


timber connectors, but was finally done, as shown in the 
drawing, with bolts, as in this case bolts were more read- 
ily available than connectors. Note also the plywood 
gussets— of 3⁄4 in. plywood at the top of the columns, and 
of 14 in. in the sway frame. 

The sway frame, to take the longitudinal thrusts of the 
crane movements, occurs in alternate bays. The braces 
below the crane rail are at each column. Re SHOW BRACING „ 
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NEW SPEED TECHNIQUE FOR THIN-SHELL CONCRETE 


Wry used for wartıme industrial build- 
ings is the Roberts and Schaefer system 
known as “barrel-shell,” or “Z-D” type of 
roof construction. Although not new, this 
patented system has wartime variations that 
have saved considerable time as well as steel. 
Another wartime advantage claimed for it is 
an exceptional ability to withstand bomb ac- 


tion, for the dome feature of the curved roof 
slab prevents collapse when a bomb hits. 
Developments that make for wartime speed 
in extensive operations are a system of trav- 
eling forms that move on tracks, and a sched- 
uling method that approaches mass produc- 
tion of building units, particularly for such 
structures as the warehouses here illustrated. 
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For these buildings, each of which 
measures 180 by 1560 ft., six sets of 
forms were built, each to be used ten 
times, one erected at the end and one 
at the center of each building. Using 
six sets of forms enabled the contrac- 
tor to build one unit each day by cy- 
cling his operation. The complete 
cycle on each form was completed in 
six working days. Six major crews 
were set up; each performing its own 
job each day. 

Duties of each crew were: Crew 1, 
pour and finish concrete, shift scaf- 
folding to next pour; Crew 2, strip 
exterior rib forms preparatory to de- 
centering; Crew 3, decenter (by jack- 
ing) shell forms, roll to next position, 
jack in place; Crew 4, place lower 
layers of reinforcing steel in roof slab; 
Crew 5, place rib steel and upper lay- 
ers of steel in roof slab; Crew 6, erect 
exterior rib forms, prepare for con- 
creting. 

Several contractors on various jobs, 
including White Construction Com- 
pany of New York, Corbetta Construc- 
tion Company of New York, Wark 
Company of Philadelphia, and Wig- 
ton-Abbott, Mahony-Troast of New 
Jersey, made valuable contributions to 
the technique and methods of this type 
of construction, Roberts and Schaefer 
Company being the designing and su- 
pervising engineers. 
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WARTIME DESIGNS FOR EXPANSION JOINTS AND SASH 


By JOHN SCHURMAN 


Albert Kahn Associated Architects and Engineers, Inc. 


D urns this war period we are all called upon to do our 
utmost to conserve critical materials. In all forms of build- 
ing construction metal in some form has played an im- 
portant role. It would take a volume to cover all phases 
of metal saving construction, and I will attempt only 
to cover the substitutions for various forms of metal as 
used in expansion joints, flashings, and sash as hitherto 
used in industrial building construction. 

Due to the mammoth war manufacturing programs, 
industrial plants have become larger and more complicated 
as more processes are carried out under a single roof. We 
now have single buildings covering as much as 87 acres 
in the process of construction. Due to the shortage of 
steel, such buildings are being constructed of reinforced 
concrete and usually without roof monitors. The large 
areas of comparatively level roof construction present a 
problem of expansion and contraction which must be care- 
fully considered. 

In buildings of this character our practice is to divide 
the buildings into units of approximately 400 ft. square. 
The exact size of units depends on various conditions of 
the design, such as the profile of the roof, the coefficient 
of expansion of the material of construction, either wood, 
concrete or steel; if concrete, the expansion requirements 
vary for beam and slab, flat slab, and also depend on the 
direction in which the main girders are framed. The 
profile of the roof also affects the location and design of 
expansion joints, the requirements being different for a 
monitor type roof than for flat or domed roofs. Also of 
major importance in proper expansion joint design is the 
height of the roof above the floor. 

In our experience we have found that the average steel 
building will expand from 2 to 214 in. The temperature 
ranges affecting the building when occupied average from 
30 to 80 degrees unless long periods of extreme tempera- 
ture occur. At the lower end of the scale the inside room 
temperatures prevent the structural members from reach- 
ing outside temperatures. 

In considering expansion and contraction we must also 
consider the story height of the building. The roof will 
expand or contract the same whether high or low. As- 
suming an expansion of 2 in. at the roof and possibly 
a compensating contraction, this will cause considerable 
distortion or bending of the sidewall construction toward 
the end of each building unit in a building 15 ft. high 
but will cause only slight bending in a building 50 ft. high. 
This point is important when considering the materials of 
which the building walls are to be constructed (see figure 
1). 

The building units are connected by means of expan- 
sion joints. We had developed two types of expansion 
joints—the inverted V type with accordion joins at bends 
or corners and the Kahn type. The V type is particularly 
adapted to long and comparatively narrow buildings in 
which the expansion movement is in one direction. The 
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Figure 1: Expansion at the roof is the same whether the 
building is high or low, but the distortion is much greater 
for the low building. Lower sketches show expansion 
action for symmetrical building units, of same construction 


Kahn type is slightly more elaborate but is adaptable to 
any type, size or shape of building and will absorb move- 
ment in all directions, including vertical, at the same time. 
These two types as originally designed were normally con- 


structed of copper and bronze respectively. The V type in 


horizontal runs must be of soft copper only, as this is 
the only material from which the accordion bends can be 
made, The Kahn type normally is most cheaply made of 
bronze, hard copper, soft copper, galvanized iron, black 
iron and lastly of roofing and flashing material. 

Figure 2 shows the V joint as used in vertical side- 
walls. It is made up of available non-critical materials. 
The wood supporting members have rounded edges. The 
diaphragm is made up of two layers of 3-ply white-top as- 
bestos roofing for flexibility and bound with a narrow metal 
strip at the point of the V for rigidity. The white side 
(asbestos surface) is faced out on the outer layer for 
weathering and appearance, and on the outside of the 
inside layer to prevent sticking—the double layer having 
the strength and insulation of a heavy sheet and the flexi- 
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EXPANSION JOINTS FOR LARGE BUILDINGS 
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Figure 2: The V-type expansion 
joint for vertical sidewalls, as 
made of non-critical materials. 
Before metals got so scarce, this 
type of joint was made with soft 
copper, Now it has onl, a narrow 


FLASHING 
Vi 
ROOTING 
metal strip for binding, the dia- 
phragm being made of a double 


layer of 3-ply asbestos roofing Figure 4: The Kahn type of expansion joint for horizontal runs, as developed 


EXTERIOR WALL EXPANSION 
JOINT EXTENDS UP TO COVER PLATE 


material, which gives it both for non-critical materials. Two raised curbs are built up on adjacent roof 
flexibility and strength edges, and flashed water-tight with reinforced asbestos flashing material 


ASBESTOS 
IN 


Figure 3: The V-type vertical expansion joint as 
mounted with concrete and with brick facing. 
Here it is completely assembled before installa- 
tion; where it is to be exposed, only the wood 


i ilt f iol CANVAS OVER 
pieces are built in, the V-joint added later ROU OVER 


WATERPROOFED REINFORCED BUILT-UP 
WOOD STRIP ASBESTOS FLASHING ROOFING 


yd 
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Figure 6: A very satisfactory substitute for Figure 5: Plan and section of the horizontal ex- 

metal cornices and fasciae, with gravel stop pansion joint as it is installed at corners of 

of reinforced asbestos flashing on wood strip building units, with waterproof canvas covering 
bility of a thin sheet. Due to the curved surface, no sharp The Kahn type joint as constructed of non-critical ma- 
bends will occur when joint is completely closed. If joint terials is shown on Figure 4. It consists primarily of two 
is to be faced with brick it is completely assembled and raised curbs built up on adjacent roof edges of sufficient 
built in, but if it is to be exposed, wood pieces only are strength and height and flashed water-tight to a level to 
built in the masonry construction and the V joint added prevent water overflow with an approved type of flexible 
later (see figure 3). roofing. 
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REVISED VICTORY SASH 
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Figure 7: Details of the revised Victory wood sash as developed by John Schurman of the Albert Kahn organization 


The fin or diaphragm is of the same material as used 
in the V joint, but in this case the smooth asbestos or white 
sides are on the exposed friction surface. Here again 
two layers are used for flexibility. All edges of engaging 
wood members are rounded to avoid friction and sharp 
bends. The double diaphragm in actual installations be- 
comes slightly separated at the top forming perfect weather- 
ing. In longitudinal or vertical movement the lower dia- 
phragm slides between the upper grip members of adjacent 
building units while in a sideways movement the diaphragm 
assumes an easy curve, in which position a 3-point con- 
tact is provided. This type of joint may run vertically 
or follow the contour of roof and monitors. Metal cornices 
and fasciae are out for the duration, and a very satisfactory 
solution is shown on Figure 6. The mineralized roofing 
surface forms a smooth, pleasing finish of any desired color, 
the gravel stop preventing the roof tar from spilling over. 


The Revised Victory Sash 

Several changes have been made in our original design 
of this sash. These changes were made to save even the 
small amount of critical metal used and to permit stand- 
ardization for large scale production, to reduce the orig- 
inal cost and to speed up delivery and field erection. 

This sash is rapidly becoming standard for all new 
work in this country and has aroused considerable interest 
in Canada, England, and Mexico as well. The reaction 
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to the use of Victory Sash in the numerous buildings now 
being built or completed has been very favorable. 

To overcome the present shortage of heavy lumber the 
top, side and bottom rails are now laminated, a process 
which actually increases the strength of the completed unit. 
Steel mullion plates and sill clips have been eliminated. 
Generally standard sash is composed of only three stand- 
ard sections, the head and jamb, the sill and the muntin. 
Separate members are added at head rail and special side 
rails of end sash. Wood ventilators are typical, hinged 
to swing either in or out, stops being added for the two 
conditions. This allows stocking of sash members. 

Sill detail has been improved to facilitate field erec- 
tion, it being necessary only to raise the sash into lintel 
slot and drop over the lug at stone sill. 

Glass reveal has been changed to place the glass on the 
center of the sash permitting it to be reversed for out- 
side glazing—a condition frequently required in front of 
wide columns, beams and trusses. Both sides of sash are 
identical after paneling. 

Victory sash is now being manufactured by some of the 
largest mills in the country, who are equipped for speedy 
delivery. The larger manufacturers furnish completed sash 
factory protected by water repellent toxic oil dip and in 
sizes up to 16 ft. high. 

The accompanying details show the new type of con- 
struction, 
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Every architect knows that Thomas Jefferson, back 
in the 18th Century, sponsored many architectural 
features that are still used widely today. 

One of the features credited to him, which has 
become so important in fuel rationed homes today, 
is the origination of storm sash. We've pictured 
here one of the large windows in his home, Monti- 
cello, at Albemarle, Virginia, which is equipped 
with double windows. 

It is interesting to note that one feature of these 


double windows is that they are a permanent 


part of the window frame . .. a feature that is 
destined to be an important new convenience in 
the home of tomorrow. 

Permanent installation of window condition- 
ing is but one of many practical improvements 
with glass that will be possible in postwar homes. 
The many new and unusual types of glass, devel- 
oped by Libbey:Owens:Ford, open entirely new 
fields of design for the architect. Libbey:Owens: 
Ford Glass Company, 1214-A Nicholas Building, 
Toledo, Ohio. 
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Figure | 


WOOD-REFLECTOR FIXTURE 
A POWERFUL lighting unit called 
Super-Maze-Lite has been designed to 
furnish high-intensity lighting for in- 
dustrial inspection areas, and to pro- 
duce illumination for high-bay areas. 
Conforming with the WPB order L- 
78, Oct. 19, 1942, eliminating steel 
reflectors from fluorescent lighting 
equipment, this new unit features the 
use of a non-metallic reflector. It is 
available for 265 volts as well as for 
110-125 and 220-250 volt circuits, for 
4-40 watt or 4-100 watt fluorescent 
lamps. ‘‘Bump-Proof” ends protect 
lampholders against abuse and insure 
correct distance between lamps. (See 
Figure 1) The Edwin F. Guth Com- 
pany, 2603 Washington Avenue, St. 
Louis, Mo. 


CORRUGATED 

ASPHALT SIDING 

RAGs AND RESIN have been combined 
into an emergency building material 
substitute for corrugated steel sheets. 
Called corrugated asphalt siding, the 
new product is designed for wartime 
application on industrial, commercial 
and farm buildings. It can replace 
corrugated steel sheets for covering 
outside walls of temporary structures 
of all kinds, including factory build- 
ings, warehouses, storage and machine 
sheds, dairy barns and drying sheds. 

Corrugated Asphalt Siding consists 
of two sheets of heavy felt saturated 
with a recently developed resino- 
bituminous compound. The sheets are 
bound together with a high melting- 
point asphalt adhesive and corrugated 
under high pressure. 

According to the manufacturers, the 
finished sheets are hard, rigid, light 
in weight and moisture-proof, and 
contain no critical raw materials. The 
Celotex Corporation, 120 S. LaSalle 
Street, Chicago. 


— 


STATIC-CONDUCTIVE 
LINOLEUM 


PRODUCED ESPECIALLY for use on 
floors and tables in powder and load- 
ing plants where static electricity is a 
constant hazard, Nairn Static-Conduc- 
tive Linoleum is claimed to be non- 
sparking and highly conductive of 
static, and to produce adequate pro- 
tection against accidental grounding 
from service voltages. It is said to 
be of value also in areas where sol- 
vent vapors or dust constitute fire haz- 
ards, and for hospital operating rooms 
where explosive mixtures of ether 
and air may occur. It comes in a stand- 
ard width of 6 ft., and is installed 
like ordinary linoleum, The manu- 
facturers say that it is highly resistant 
to repeated washings with hot and 
cold water, and is substantially unaf- 
fected by ordinary solvents such as 
alcohol, ether, petroleum derivatives 
and acids. Congoleum-Nairn Inc. 
195 Belgrove Drive, Kearny, N. J. 


VENTILATING GRILLE 


NEW ON THE MARKET is the Uni- 
Flo Sight-Tite Grille, a ventilation 
unit which cannot be seen through 
from any angle. The fins are of an 
inverted V shape, and overlap, Dif- 
fusers on the edges of the fins add 
rigidity and a pleasing appearance. 
The manufacturers recommend this 
grille for ventilation openings in 
doors, walls, panels, baseboards, etc., 
and, as it provides an effective barrier 
to rain and snow, for exterior fresh 
air intake openings as well. Sizes up 
to and including 36 x 36 in. Larger 
sizes pre-fabricated in two or more 
sections and assembled into a common 
frame. (See Figure 2) Barber-Col- 
man Company, Rockford, III. 


Figure 2 


ZINC-COATED LAMP BASES 
TO PROVIDE a more positive protection 
against rust, Sylvania Electric Products 
Inc. announces the use of a zinc- 
coated steel base on some’ sizes of 
fluorescent lamps and the extension of 
this type base to all fluorescent lamps 
as rapidly as practicable. 

The use of a zinc coating on the 
base eliminates the necessity of ap- 
plying rust prevention measures which 
were required with the plain steel 
bases. Sylvania Electric Products Inc., 
Salem, Mass. 


DRYING LAMP 

THE USE OF A 250 watt R-40 bulb 
reflector drying lamp is said to speed 
up the work of a draftsman by 10 per- 


Figure 3 


cent. The infra-red lamp, turned on 
the drawing for about a minute, takes 
all the moisture out of the ink and 
paper. Thus after the pencil marks 
are erased the ink lines remain sharp 
and black, and a second tracing with 
ink is not necessary. (See Figure 3) 
Westinghouse Electric & Manufactur- 
ing Company, East Pittsburgh, Pa. 


LEAD FLOOR FLANGE 

AND DRUM TRAP 

A FLOOR FLANGE is now being made 
of non-critical hard lead to expedite 
plumbing installations and save brass. 
Not subject to priority delays, this 
water closet connection, according to 
the manufacturers, is strong and non- 


corroding. Of new pattern, it has 
(continued on page 70) 
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Again and again, on more and more housing projects, the advantages of full wall construction with 


giant Strong- Bilt panels by Upson is winning cost-conscious builders in a steadily-advancing tide 


For these reasons: Upson Strong-Bilt Panels offer the means 
of doing three important jobs at the same time—(1) applying 
durable interior wall linings (2) providing efficient insulation 
(3) completely finishing wall and ceiling surfaces. All in one 


operation—with the same material. 


Thick, strong, rigid. durable and crackproo/, these vastly 
improved panels permit a wider application of the new mass 
production speed systems, whether based on pre-fabrication 


or site fabrication. 


They reduce construction time, thus bringing about substantial 
savings in cost while assuring crackproo/ construction with 


a surface of surpassing beauty and charm. 


If you are planning war housing, remodeling for the war 
program, or designing for the postwar market, let us show you 
how to use Strong-Bilt Panels for greater efficiency, speed and 
The Upson Company, Lockport, New York. 


economy. 


Upson Quality Products Are 


Easily Identified By The 


p> FULL WALL CONSTRUCTION: Special 
giant panels 8’ wide, long enough 
to cover entire wall of average room 
without seams or joints. Also avail- 


able in regular 4’ widths. 


P> DRY-BUILT METHOD: No water. 
No moisture. No“ drying- out“ period. 
Apply any month of year, in any 


climate. 


D> APPLICATION TIME: 40 to 50 man- 
hours for average family unit. Panels 
driven against pronged Floating 
Fasteners nailed to studs. No taping 
—no cutting —no filling of joints. 
No nails to countersink. No filled 


holes to mar surface. 


P> INSULATION VALUE: Up to 3% 
times that of plaster. High resis- 


tance to sound. 


STRONG-BILT 


PANELS 


ly 


8 


1 


x 
* 


“SURFACE FOR WALLS AND 


P> STRONG AND RIGID: Stands im- 
pact test six times boards with a 


mineral core. 


P FINISHING: Beautifully pebbled 
surface, pre-finished and pre-sized 
at factory. Painting begins immedi- 
ately after application of trim. Single 
coat usually is sufficient— never 


more than two. 


5 FHA ACCEPTED: Liberal terms 


streamlined for the duration. 


p> PRE-FABRICATION: For projects of 
100 units or more, sizes are pre- 
cut and numbered at the factory — 
ready for lifting into place at the 
site or pre-fabricating plant. Skilled 


supervisors can be supplied. 


Famous Blue-Center 


s 1 


yas x AA ry 
FEILING S 


* 


FOR BETTER BUILDING: 


(continued from page 68) 


four bolt slots instead of three, with 
reinforcing bar between. It can be 
soldered to lead bend in the custom- 
ary manner, or welded if tin-lead sol- 
der is unavailable. 


MADE By the same company is a new 
drum trap of lead, designed to save 
brass without sacrificing durability. 
Both threaded ring and cover are die- 


cast of hard lead. To save tin, the ring 
is welded to the body of the trap in- 
stead of being soldered. Lead Indus- 
tries Association, 420 Lexington Ave- 
nue, New York City. 


STEAM GENERATOR 


A STEAM generator needing only fuel 
and water for automatic operation has 
just been announced. A new principle 


NEWS OF MATERIALS, 
EQUIPMENT AND METHODS 


of water feeding, incorporating Jet 
Control, automatically and without the 
use of thermostats or motor driven 
pumps, furnishes feed water in direct 
proportion to the amount drawn off as 
steam. Once the generator has been 
lighted it is completely operated by 
the steam throttle valve or load. 

This new generator has only three 
moving parts, and is shipped complete 


ready to operate. Burners are pro- 
vided for either gas or oil fuel. No 
pit is required, and no fire boxes or 
electrical connections need be installed. 
According to the manufacturer the gen- 
erator is explosion-proof because the 
steam is carried entirely in an over- 
lapping, continuous coil, tested to 
1,000 Ib. Lodi Steam Generator, Super 
Mold Corporation, Lodi, Calif. 


CLIP SYSTEM PARTITION 


A CLIP SYSTEM partition, consisting 
of a gypsum lath core held together 
with wire clips, is said to save ap- 
proximately 97½ per cent of the steel 
required for the usual solid plaster 
partition. The core or plaster base 
is a standard panel of ¥ or 1 in. 
gypsum plaster board, 16 in. wide, per- 
forated or plain as desired. The wire 
clips are made in three types: com- 
bination, corner, and wood stud. They 
are formed at the factory, and packed 
according to type, with direction sheets 
included. Olsen Clip System Parti- 
— tion, The Patent and Licensing Cor- 
Sal sur ' — — poration, 30 Rockefeller Plaza, New 
; z York City. 


AONUMA 


H. B. 


mil 
CAST IRON - LOW PRESSURE 


BOILERS 


ARE ANSWERING INDUSTRY’S 
HEATING REQUIREMENTS 


The above No 42 Smith boilers, be- 
sides handling heating requirements, 
supply steam at 10 Ib: pressure to 0 
degreasing machine. 


ell 
service hot water. 


Heating engineers responsible for the heating, steam processing and hot 
water problems of our unprecedented war production are enthusiastic over 
the performance of H. B. SMITH Cast Iron — Low Pressure Boilers under 
these exacting requirements. This outstanding performance is due entirely to 
the following unique combination of features: 


PORTABLE BLOWER 


A SMALL portable unit to eliminate 
gases, fumes, etc., from closed: in 
places such as tunnels, vaults and base- 
ments, operates in any position and 
weighs only 70 Ib. Called the Octo- 
pus, Jr.,” this new exhauster and blow- 
er is powered by a 3⁄4 H.P. ball bearing 
motor, and sucks or blows 2,000 
C.F.M. Chelsea Fan & Blower Com- 
pany, Inc., 1206 Grove Street, Irving- 
ton, N. J. 


1. Header Type Construction for Con- 


6. Recognized by Engineers for High 
tinuous Operation. 


Efficiency. 


2. sual Flexibility of Operation. : . 
5 i r : 7. Rated for 40 Years’ Service. 
3. Adaptable to All Types of Fuels. 
8. Cast Iron Resists Corrosion from 


4. Lowest Maintenance Cost. Water and Fuels. 


NON-SLIPPERY FLOORING 


DESIGNED to produce non-skid floors, 
wet or dry, there is now being offered 
an emery aggregate, a mixture of sci- 
entifically graded large and small 
sharp, hard particle of mineral, rating 

(Continued on page 72) 


9. Sectional Construction Ideal for Re- 
placements. 


5. Sectional Boilers Easily Enlarged 
for Plant Expansion. 


See SWEET’S Industrial Catalogue File— Engineering Section — For Complete Details. 


THE H. B. SMITH CO., INC., WESTFIELD, MASS. 
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AIR CONDITIONING 


performs essential service 


of advertisements on controlled condi- } 
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Architectural Supervisor, Joseph Arnone, 
stresses importance of “sound control” in 
San Francisco’s “Radio City” 


N THIS ultra- 
modern, win- 
dowless building, 
housing the stu- 
dios of radio 
stations KPO 
and KGO, air 


conditioning is more than merely 


an added comfort factor. For unless 
temperature and humidity were 
maintained absolutely uniform every 
minute of the day and throughout 
all studios, the musical instruments 
used by radio performers would 
quickly become out of tune in the 
interval between rehearsals and 
broadcasts, or when moved from 
studio to studio. 


In order that air conditioning could 
perform this essential service in 
N. B. C.'s San Francisco headquar- 
ters, it was necessary to meet 
peculiar to 
broadcasting. Concerning these, 


several requirements 


1942 


Joseph Arnone, Architectural Super- 
visor for N. B.C. on the project, 
says: “In addition to the usual 
problems of proper temperature 
and humidity control, sound and 
vibration control were of paramount 
importance. Not only must there 
be a total absence of noise or vibra- 
tion due to operation of the air 
conditioning equipment, but the 
elimination of intercommunicated 
sound between adjoining studios 
through the air conditioning ducts, 
was of major consideration. The 
complete isolation of the equip- 
ment foundations from the building 
structure itself was desirable since 
such vibration transmitted into the 
building would surely result in 
disturbances in the studio areas.” 


Briefly, the problem of equipment 
vibration was solved by mounting 
all refrigeration equipment on a 
single concrete slab which was iso- 


lated from the floor and the building 
proper by “floating” it on 300 steel 
coil springs. To solve the second 
problem the intercommunication 
of sound between studios the duct 
system for each studio was designed 
to be a complete unit in itself. 


Throughout their design the creators 
of San Francisco’s “Radio City” 
have provided in every possible 
way for the safety of the building 
and its occupants. Thus it was only 
natural that they should specify a 
“Freon” refrigerant for the air con- 
ditioning system—for “Freon,” be- 
cause of its unique safety properties, 
has been used almost exclusively in 
the new air conditioning systems 
installed in recent years. Kinetic 
Chemicals, Inc., Tenth and Market 
Streets, Wilmington, Delaware. 


<> 
FREON 


REG. U. $. PAT. OFF. 


safe Aefrigerascts 


“Freon” is Kinetic’s registered trade 
mark for its fluorine refrigerants 
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next to the diamond in hardness, For 
application the product is mixed with 
portland cement and water for the 
floor topping, and, it is claimed, pro- 
vides a firm, non-slip gripping sur- 
face that improves with wear. The 
flooring is said greatly to increase the 
load-bearing qualities and to possess 
high tensile strength. Walter Maguire 
Company, Inc., New York City. 


NYLON WINDOW SCREENS 


CORROSION-PROOF, no-paint window 
screens made of heavy single-strands 
of nylon are promised by DuPont for 
postwar production, Experimental ny- 
lon screens, fabricated before the war, 
have stood up at the seashore and even 
in the tropics, according to DuPont. 
Pigments are added to the molten ny- 
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Here is One Way 
to SAVE Steel! 


Specification of Horn All-Wood Hangar doors— 
such as are installed in the army air training station 
hangar shown above is an effective and direct way 
of saving steel. New design by Horn makes possible 


the construction of a rigid, sturdy door that saves 
70,000 pounds” of steel for every 120 x 38 foot 
opening. 
And Horn doors are fully automatic—operated by 
a single switch. They move with surprising speed to 
allow quick opening and closing. They open to any 
desired width, as well. 
Horn Accordion-Folding Hangar Doors are to- | 
morrow’s doors, available today. Specify them for 
every hangar job. Your Horn representative (listed 
in Sweet’s) can tell you more of the story of this 
revolutionary door, or write direct. 
h all-steel. Well build all-steel doors, 
too, if Uncle Sam gives us the “go ahead.” 


HORN 


MANUFACTURING COMPANY 


DEPT. A-122 FT. DODGE, IOWA 


World’s Largest Manufacturers of Automatic Folding Doors and Partitions 
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lon material before it is spun and 
drawn out into “wires,” making the 
color a permanent part of the screen. 
Absence of rust or corrosion makes for 
less deposit of dirt, and no metallic 
stains, upon the glass and sills, it is 
said. The nylon is claimed to be so 
strong and resilient that bumps gen- 
erally do not leave bulges, and a hole 
made by poking a pencil through the 
screen is completely closed by rubbing 
the fingers over the displaced strands. 
E. I. du Pont de Nemours & Com- 
pany (Inc.), Wilmington, Del. 


ASPHALT MEMBRANE 


CREATED especially for waterproofing 
and flashing purposes, Sandell Asphalt 
Membrane is not made from woven 
cotton or felt, but is composed of ap- 
proximately 85 per cent asphalt and 15 
per cent cotton fibres, each fibre being 
thoroughly coated, protected and sur- 
rounded by asphalt. The manufac- 
turers point out that asphalt hereto- 
fore could be applied for waterproof- 
ing only in its pure state, in hot or 
cut-back form, and the basic principle 
in back of the new development, there- 
fore, was to provide a sheet of asphalt, 
as nearly pure as possible, in a clean, 
readily-usable form. Sandell Asphalt 
Membrane has been designed for use 
wherever a material is needed which 
is impervious to water, tough and pli- 
able, non-curling, non-shrinking un- 
affected by atmospheric chemicals or 
electrolysis, and one that will not stain 
or discolor the masonry. Sandell 
Manufacturing Company, Inc., 70 
Phillips Street, Watertown, Mass. 


PLASTIC-FINISHED WALL 
PANELS 

A NEW line of plastic-finished interior 
wall panels is offered for all types of 
wartime construction. The low in- 
stalled cost is said to make the product 
practical even for temporary build- 
ings. Standard thickness is / in., 
and heavier thickness panels are avail- 
able for direct application to studding. 
No painting or finishing is required. 
The surface is cleanable with damp- 
ened cloth and said to be highly resist- 
ant to scuffing, scrubbing, acids, stains, 
etc. Sizes 4 by 4 in., 4 by 6 in., 4 by 
8 in., 4 by 10 in., 4 by 12 in. Marsh 
Wall Products, Inc., Dover, Ohio. 
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How RCA Sound Systems 
Help Plants Do Bigger Jobs ... Better! 


The bigger the plant, the harder it is 
to coordinate activities and keep in 
close touch with all the workers. 


One practical, proven way of link- 
ing all production effort together 
and bolstering morale, is the use of 
RCA Sound Systems. 

Installed to meet the specific 
needs of each particular industry or 
plant, RCA Industrial Communica- 
tion Systems act not only as a unify- 
ing force, but serve to help speed 
production and increase efficiency. 
No time need be lost in paging indi- 
viduals... maintenance and service 
crews can be directed efficiently ... 
important messages from manage- 
ment can be relayed instantly to 


every corner of the plant. 

Through RCA Industrial Com- 
munication Systems, war news or 
selected music can reach the work- 
ers during those “fatigue periods” 
when production sags, and the mo- 
notony of tedious effort may be re- 
lieved throughout the day. 

Whether your client has in mind 
a large or small plant, an RCA In- 
dustrial Communication System, en- 
gineered to meet his 


needs, can be a valu- F. feed 
able aid in improving | r BUY 
and increasing his war | STATES 
output... Send the |, — 


coupon today for com- 
plete data. 


Mail Today for More Information! 


RCA Manufacturing Co., Dept. 2-3 
Camden, New Jersey 


Please send me complete informa- 
tion about an RCA Sound System. 


Name 


Company 


Address 


RCA SOUND SYSTEMS 


MUSIC œ” 


PAGING °* 


COMMUNICATING 


RCA Manufacturing Company, Inc., Camden, New Jersey 


1942 
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ment furnishing heat or heat and hot 
water for apartments, office buildings, 
institutions, etc., will be regarded as 
convertible to an alternate fuel unless 
satisfactory proof to the contrary is 
furnished by the applicant. Rations 
for fuel oil will be issued until con- 
version is completed, but this period 
of grace now is limited to the end of 


the second heating period (about Jan- 
uary 20.) 


* * * 


WELDING AWARD STUDY 


In the 21/4-year, $200,000 welding 
study program sponsored by The James 
F. Lincoln Arc Welding Foundation, 


UNIT UU 


| SPENCER 


HARTFORD 


J 


WHEREVER WHEELS TURN 


there need for Spencer. 
GCUMNHN 

The wheels of industry are producing mountains of waste and acres of dust 

these days, with less idle time for cleaning and fewer men to do the work. 


SAVE MEN...SAVE TIME...SAVE MATERIALS 


Removes debris during working 
hours with smaller cleaning force. 


Reclaims valuable metals, pow- 
ders, chemicals. 


Removes dust—underfoot or from 
walls, pipes and overhead. 


Improves working conditions — 
health, safety, fire, explosions. 


Cleans machinery—inside and out, 
without scattering dust. 


Cleans finished goods, cartons, 
trucks and freight cars. 


Ask for Bulletin 102 on Portables or 125 on Spencer Stationary Vacuum 
Cleaning Systems. 


THE SPENCER TURBINE CO., HARTFORD, CONN. 


PORTABLE CLEANERS / to 72 H.P.; STATIONARY SYSTEMS UP TO 100 H.P. 


SPENCER VACUUM 
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+ WHAT + WHEN 
+ WHY + HOW 


WHO 
WHERE 


Cleveland, Ohio, an award of $150 
has been made to Lawrence Blazey, 
of Cleveland, and George B. Rogers, 
Lakewood, Ohio, for a paper describ- 
ing the steel-framed residence pic- 
tured below. The house was designed 
by Mr. Blazey. To reduce erection 
costs the bolt and nut technique was 
replaced by arc welding. On a 12- 
gauge angle fastened to the concrete 
foundation, the 16-in. prefabricated 
panels of full height were assembled 
by starting at one corner where align- 
ing and plumbing was done. Z sec- 
tions were bolted on the top and bot- 
tom of the panels into which the ceil- 
ing and floor sections were laid and 
tack welded. Flexibility and speed of 
arc welding methods were the prin- 
cipal factors in helping to reduce the 
erection costs. 


COPPER INSTALLATION 
PROHIBITED 


An amendment to Supplementary 
Conservation Order M-9-c-4 practi- 
cally prohibits installation of copper 
in buildings, by preventing the pur- 
chase, sale, delivery and use of copper 
for such installation. This means that 
existing stocks of copper products in 
stores, warehouses, etc., may be ac- 
quired by the Government and re- 
melted for war use. 


CORK FLOORING TILE 


A special WPB ruling on the use of 
cork flooring tile has been given Da- 
vid E. Kennedy, Inc., permitting the 
use of current inventories of cork tile 
for whatever purpose necessary in or- 
der to liquidate these inventories. The 
ruling amends WPB limitation order 
L-39. 


POSTWAR PLANNING ACT 


A bill entitled “First Post-War Plan- 
ning Act of 1942,” introduced in the 
House of Representatives by Repre- 

(continued on page 76) 
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MODERN, PRECAST CONCRETE FACING 


ARCHITECTURAL CONCRETE SLABS PROVIDE 
VERSATILE CONSTRUCTION MATERIAL 


in opinion of Architect George D. Brown, Atlantic Greyhound Corporation 


R. BROWN has been designing terminals for 
M Atlantic Greyhound Lines for over twelve 
years. Recently completed example is Winston- 
Salem Terminal, faced with Architectural Con- 


crete Slabs made with Atlas White cement. 


Writing of this new terminal, Mr. Brown states: 


“T believe that precast slabs are readily made 
to conform to any architects most exacting 
requirements and fill a most universal need 
for versatile facing or construction material.” 


Thin, precast slabs are decorative and struc- 
tural units for interiors and exteriors of buildings 
and engineering structures. From 2 to 214” thick, 
slabs are cast in sizes up to 100 sq. ft. or more. 
Design, shape, color, size, thickness, and weight 


are subject to the architect’s control. Carefully 
controlled manufacturing methods assure uni- 


DECEMBER 1942 


ARCHITECTURAL 
SLABS 


MADE WITH ATLAS WHITE CEMENT 


a W Y i 


CONTINUOUS 
PLATE 


formity and high strength in accordance with 
architect’s specifications. 

Write for ‘Architectural Concrete Slabs,” a 
profusely illustrated 28-page book containing 
data, plans, and color patterns showing how 
this versatile product made with Atlas White 
Cement is used in modern structures of many (is 
different types. Mail the coupon today. Universal 
Atlas Cement Company (United States Steel 
Corporation Subsidi- 
ary), Chrysler Bldg., 
New York City. 
OFFICES: New York, Chi- 
cago, Philadelpia, Boston, 
Albany, Pittsburgh, Cleve- 


GALVANIZED 
ANCHOR STRAPS 


ARCHITECTURAL 
CONCRETE 
SLAB 


f —MORTAP Fite 


Cross-section shows variety of 
sizes and shapes. Note also how 
band courses, coping and anchor- 
ing lugs are cast integrally with 
facing slabs. Isometric view shows 
another method of anchoring by 
tie rods to imbedded slab reinfore- 


land, Minneapolis, Du- ing. Slabs manufactured by the 
luth, St. Louis, Kansa Arnold Stone Co., Greenshoro, N. C. 
City, Des Moines, Bir- 


*INDICATES ARCHITECTURAL 


: 4 A IENA 
mingham, Waco. CONCRETE SLABS. REIN HORCKE mere 
4x 4" MESH ANCHORS 


Universal Atlas Cement Company 

Chrysler Bldg., New York City 

Please send me a free copy of the 28-page book, 
“Architectural Concrete Slabs.” 


Name. 
Address an 


City — 


State 
AR-ACS-36 
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MAYWOOD LOCKERS 


444 FOURTH AVENUE - NEW YORK, N. v. 


Division of 


FREEMAN STORE EQUIPMENT CO. 


76 


Lockers and 
Storage Cabinets 


but practical, goodlooking, 
Durable products made of 
Non-Critical materials! 


Since 1877, this firm 
has been doing high 
grade cabinet Work. 
The numbers shown 
here are only sug- 
gestions. We will be 
pleased to quote on 
standard items or 
from your own spec- 
ifications or plans. 


WRITE FOR 
DETAILS 


Specially designed MAYWOOD 
Lockers are now being used by 
Army, Navy and other official 
agencies as well as large war 
plants. Modern in design, 
these Lockers are made of non- 
critical materials such as Ma- 
sonite, Plywoods, solids and 
combinations and can be fin- 
ished in any desired colors. 
MAYWOOD Storage Cabinets 
and Wardrobes are especially 
designed to fill today’s need 
for housing office supplies and 
clothing. 


INDIANAPOLIS, INDIANA 
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sentative Alfred F. Beiter of New York, declares it to be 
the policy of the Congress to provide for the preparation 
now of such plans as may be necessary to facilitate and ex- 
pedite the selection and inauguration during the post-war 
period of those public works and improvements that will 
assist in providing employment opportunities and demands 
for industrial products when the Nation's men and ma- 
chines are demobilized.” The bill stipulates that this dec- 
laration of policy does not commit the Congress to any 
appropriation of funds, but authorizes a total appropriation 
of $100,000,000 for allotment to Federal agencies; and 
advances to State and local agencies for plan preparation. 
The bill further stipulates that allotments and advances 
may be made only when the plan preparation “is for either 
(a) planning a project which, when constructed, will be 
in accord with, or (b) developing a long-term plan for 
community, State, regional, or national development.” 


ARCHITECT EMPLOYMENT 


A proposed plan to prepare unemployed practicing archi- 
tects to take position in vital war industries is reported by 
the N. Y. Chapter, A.I.A., in a special bulletin sent recent- 
ly to all its members. 

The plan proposed by Professor Johnstone, Head of the 
Department of Architecture at Pennsylvania State College, 
calls for three months of intensive training. According to 
Dean Johnstone, some 70,000 men with engineering train- 
ing are needed by industry at once, and architects, be- 
cause of their general training and experience, could fill 
many of these positions following a short course of special- 
ized instruction. The A. I. A. Committee on Education is 
conducting a nation-wide canvass of architects as a first 
step toward putting Dean Johnstone's plan into operation. 


BROOKLYN MUSEUM EXHIBIT 


“Inventions for Victory,” the first major exhibition of 
the current season at the Brooklyn Museum, Brooklyn, 
N. Y., will be on view through Sunday, Jan. 3, 1943. 

Presented by the Museum's Industrial Division, Inven— 
tions for Victory” is an exhibition of new materials and 
new uses of familiar materials resulting from the needs 
of wartime production, in the fields of architecture, house 
furnishings and equipment, textiles, clothing and accessor- 
ies. A special feature is a section of a prefabricated house, 
showing two half rooms and accompanied by blueprints of 
various possible arrangements of the panel units. 


WAR POSTER EXHIBITION 


An exhibition of 200 posters, selected from the 2,224 
entries in the National War Poster Competition, will be on 
view at the Museum of Modern Art, New York City, 
through Sunday, January 3. Although the competition 
closed in October, and the prizes already have been award- 
ed, the public will be given an opportunity to exercise its 
own judgment in the poster exhibition. An additional 
prize of a $50 war bond will be awarded by the Museum 
to the artist whose poster receives the most votes in answer 
to the question, ‘Which poster makes you want to do more 
to help win the war?“ 
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ONE HUNDRED PER CENT 
SMALL PARTS PRODUCTION - 
FOR 


DOOR CLOSERS 
wie 
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Speed With Prefabricuted Units — Units 
(up to 50 square feet of wall area) arrive at 
the job site in a truck... ready to be erected 
at the rate of one every nine minutes. No 
delays because of weather; no waiting for wet 
materials to set. 


a wide variety of designs. They consist of flat and 
fluted steel plates (either surface may be used 
outside) with insulating board sandwiched between. 
With 114-inch of insulation, these panels have an 
insulating value of .14 Btu's per square foot, per 
degree temperature difference, per hour. 


Good-looking, Easily Cleaned Interior 
Walls — are provided by the flat plate of the 
Q-Panel. Nothing needs to be added except 
paint. Architectural relief may be had where 
desirable, by turning the fluted side of the 
unit to the interior. 


ROBERTSON O 


FAC. ORY Wall IN 3 DAYS 


YES, but none too quick to meet the All-Out“ production 
demands of American Industry today. Because Q-Panels 
can be quickly delivered and quickly erected, they are 
being specified and used in one urgent plant project after 
another. Although they are ideal for Blackout“ plants and 
additions, they also meet the design and engineering needs 
of Daylighted Structures. 

Every Q-Panel section is a complete insulated structural 
unit for wall or partition. It is provided in standard two-foot “RK” Top Element 


widths and in any length up to 25 feet. Thus, one section 1%" Insulation — 
(which can be placed in 9 minutes) is equal to 50 square 
feet of wall. Interlocking joints at the edges of the units are 
caulked to make airtight, weathertight walls. Bem of Toes 

SPEED characterizes Q-Panel construction from the very 
beginning. The units arrive at the job site, prefabricated, 
ready to take off the truck and erect. Only six bolts are 
necessary to fasten a unit to the structural frame. Q-Panels 
constitute dry“ construction . . which facilitates winter Se oe 
building. There is no waiting for wet materials to set, no 
hazards from combustible forms. It is a permanent form of 
construction; yet, Q-Panels may be salvaged and used / “RK” Top Element 
again, an important factor for peacetime adaptations of | — 
war production plants. 

The cross section at the riqht indicates the salient features 
of Q- Panel wall construction. Further details, estimates, etc., 
will be gladly furnished. Usually, plants incorporating 
Q-Panels for walls and partitions also use Q-Floors 


and Q-Roof Decks. 

Fin. Floor 

Versatility of Use—Q-Panel construction is well suited 

to use in a wide variety of structures... aircraft buildings, 

munitions plants, warehouses, powerhouses and other 
types of manufacturing buildings. 


H. H. ROBERTSON COMPANY Li Kiehl's aaa 


FARMERS BANK BUILDING... PITTSBURGH, PA. — 


. H. H. Robertson Company, 
Farmers Bank Building, Pittsburgh, Pa. 


) Please send me literature regarding Q-Panels and Q-Units 


8 for Walls, Roofs and Floors. 
5 * ( ) Have a Robertson Field Engineer give me Engineering Data. 
8 Name 


Firm Address 


a. < E VN 


A leading aircraft company 


needs engineers, architects, draftsmen, 


designers and other technicians...and at once 


LONG ESTABLISHED major air- 

craft company in Maryland has posi- 
tions immediately available in the Engineer- 
ing Department which can be filled by engi- 
neers who have not had previous aircraft 
experience or training. 

STRUCTURAL, CIVIL, MECHANI- 
CAL, AND ELECTRICAL ENGIN- 
EERS AND DRAFTSMEN, ARCHI- 
TECTS, MACHINE DESIGNERS, 
ETC., if properly qualified can be satisfac- 
torily fitted into certain positions in our 
Drafting, Stress Analysis, and Weights De- 
partment. 


Our minimum requirements for consider- 


ation for these positions are: high school 
education (college preferred) ; age range 28 
to 50; five years of actual engineering or 
drafting experience; American citizens only. 
Those now employed at their highest skills 
in war work not considered. 


Our present Engineering Department is 
not large. The opportunities for varied air- 
craft experience and advancement are great. 


Replies should include full details of ex- 
perience, education and other background; 
must include a small non-returnable pho- 
tograph, and should be addressed to: Box 
No. 247, ARCHITECTURAL RECORD. 


| 


services 


organization 


installations... 


p these days of priorities it is reassuring to architects and engineers 
to know that the Wallace & Tiernan organization is available for 
servicing present installations, thereby keeping them at peak efficiency 
during this emergency period. Health Is more important now than ever 
before, and chlorination in swimming pools insures the health of the 
swimmers. 
Hundreds of architects and engineers rely on the Wallace & Tiernan 
nationwide service organization to keep W & T equipment in top work- 
Ing ccndition . . . ASK FOR E W SWIMMING POOL 
TECHNICAL PUBLICATIONS REVIEWING WATER TREATMENT 
ON SEVERAL DIFFERENT TYPES OF POOLS. 


WALLACE & TIERNAN, CO., INC. 


Manufacturers of Chlorine and Ammonia Control Apparatus 


NEWARK, NEW JERSEY 


REPRESENTED IN PRINCIPAL CITIES 


Here are a few clues. He dreamed the 
night away in one of the 891 most com- 
fortable beds in Baltimore. Now—he’s 
off to keep his business dates in Baltimore 
and Washington. He is one of the many 
who have found that the Lord Baltimore 
offers everything that’s expected of a 
famous hotel in an equally-famous city. 
So—the Lord Baltimore Hotel is his GHQ 


in this territory. 


Come to think of it—he could be you! 


Nearly 50 trains 
every day run 
between Balti- 
more and Wash- 
ington. It’s only 
a short 45 minute 
trip. . An ad- 
vance reservation 
assures better ac- 
commodations. Let 
us know when 
you are coming. 


th, 
t 


irn 


Ay 


BALTIMORE © MARYLAND 


700 rooms—each with radio, tub and shower 
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46,500 pounds of scrap metal 


salvaged by change to unit heating 


John R. Evans and Company 
Installs Unit Heating for Drying... 


Many ADVANTAGES result from the use of Car- 
rier unit heating equipment. Take for exam- 
ple, the recent installation at the plant of 
John R. Evans and Company, Camden, New 
Jersey, leather manufacturers. 


Five Carrier Heat Diffusing Units weighing only 3 
tons replaced the former drying equipment which 
weighed 23 tons, thus releasing some 46,500 pounds 
of scrap metal for war uses. In addition the new 
Carrier equipment uses only 25 H.P. for air circula- 
tion as compared with 60 H.P. required by the old 
equipment. Less time is needed for drying hides and 
an approximate saving of 5% in steam consumption 
is effected. 


Today, these advantages are more important than ever 
to industry. Carrier will gladly discuss with you the 
applications of unit heating. Call your Carrier repre. 
sentative or write to Carrier Corporation, Syracuse, 


New York. 


(Above) CARRIER HEAT DIFFUSERS at plant of 
John R. Evans and Company, Camden, New 
Jersey. Air is drawn through louvers at top 
of tunnel by 4 of the units, heated and blown 
into a plenum chamber beneath the tunnel. 


(Right) DRYING TUNNEL through which hides 
pass. One of the unit heaters is arranged to 
supply air from above and discharges it into 
top of tunnel for thorough drying of hides. 


* The Navy “E”, one of the U.S. 
AS € Navy’s most coveted honors, was 
awarded to Carrier Corporation 

for excellence in war production. 


CARRIER Corporation, Syracuse, N. Y. Desk L 28 


4 
Please send free copy of your Unit Heating Cataleg l 
including uses, ratings and diagrams. ] 
| 
| 
| 
| 
| 


Name AESAAT EER AEA ESED AESA ENA ANENA NEIN TAIN 


Company FFC 


Unit Heating 


Adres 
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WITH 


KOH-I-NOOR | 


FULL SPEED AHEAD, the war can’t wait and 
the winning margin will be a matter of speed 
and economy. 

KOH-I-NOOR DRAWING PENCILS, the choice 
of discriminating draftsmen for 50 years, are 
speedy because of their built-in, trouble-free, 
performance under all adverse conditions. As 
for economy, less sharpenings, more and better 
pencil lines in a day’s work will prove that. 


KOH-I-NOOR pencil lines give sharp, clear blue 
print reproductions. 


Free Catalog No. 3 on Request 


KOH -f-NOOI 


PENCIL COMPANY INCe» 
373 FOURTH AVENUE: NEW YORK 
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HOFFMAN 


‘a PUMPS 


For every type of 
steam and hot water 


—— heating system. 1 


HOFFMAN SPECIALTY CO. 
1001 York St., Indianapolis, Indiana 


Victory requires 


HEALTH 


neral waters, 
Ys greatest spa 
activity of the 
be enjoyed by 
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Three timely questions from 
Architects 


AND THEIR ANSWERS! 


How has war production affected the avail- 
ability of Nairn linoleum for commercial and 
residential use? 


Today Congoleum-Nairn is producing linoleum for 
Army and Navy use (as well as making other war 
materials) to the full extent of the Government’s 
wishes. At the same time, we are still permitted to 
produce linoleum for commercial and residential use; 
and, even under Government-imposed restrictions, 
substantial stocks of Nairn linoleum are available. 


Have limitations on the use of cork and bur- 
lap affected the quality of Nairn linoleum? 


No. Nairn linoleum, for both commercial and resi- 
dential needs, meets and surpasses all federal speci- 
fications. Today, as in the past, it is the finest resilient 
floor you can specify. 


Is the range of patterns in Nairn linoleum as 
wide as formerly? 


Because of Government demand and restrictions, the 
range of patterns in Nairn linoleum is somewhat re- 
duced. However, there is still a wide variety to meet 
every requirement. 


WE suggest that you use the postage-paid cards in 

your Congoleum-Nairn Resilient Floors Catalog 
to obtain information regarding patterns to meet your 
specific requirements. If this Catalog is not in your 
library, write us for your copy. And, of course, our 
branch offices and field representatives are at your 
service. CONGOLEUM-NAIRN INC., KEARNY, N. J. 


NAIRN 


FLOORS AND WALLS 
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Zo: Low COST INSURANCE 


the danger 


of scalding water 


in shower baths 
and wash sinks 


1 POWERS CONTROLLER 
will SAFEGUARD as many 
as 25 showers against scalding water 


Use Powers thermostatic water mixing valves for Group Showers, Wash 
Sinks, Hot Water Line Control and Industrial Processes. Capacities up 
to 2,650 g.p.m. Write for Circular 3017. THE POWERS REGULATOR 
COMPANY, 2752 Greenview Avenue, CHICAGO—Offices in 47 Cities. s2 


POWERS 


WATER 
TEMPERATURE 
CONTROL 


of this outstanding hotel, 
noted as the civic, social 
and travel center of the 
city. There's far more to 
enjoy but it is far from be- 
ing expensive. 


HOTEL 


F ONTENELLE 


Official A.A.A. hotel. Home 
of the National Aeronautic 
Assn. Headquarters of civic 
clubs including: Rotary, Ki- 
wanis, Blue Goose, Lions, 
Optimists, Ad-Sell, Omaha 
Executives. 
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daa HEALTH ZONE” 


<.. a vital part of 
every industrial 
plant 


1 more than ever before, execu- 
tives realize the importance of helping 
employees keep physically fit and on the 
job. They know that industrial health pro- 
grams can show a very marked reduction in 
_ absences due to minor illnesses. 


And they know that modern sanitary 
washrooms, equipped with plenty of soap, 
hot water, and individual tissue towels, 
play a large part in preventing the spread 
of common contagious diseases. 

Such washrooms are literally “health 
zones.” They should be planned as an essen- 
tial part of every industrial building you 
design. Ample facilities should be provided, 
in convenient locations, and all fixtures 
should be placed to insure most efficient 
use and a smooth flow of traffic. 


UT 


The Scott Paper Company can aid you in de- 
signing washrooms that help keep workers on 
the job. The second edition of the Scott Wash- 
room Advisory Service 
Manual, just off the press, 
gives basic washroom lay- 
outs and suggestions that 
have proved practical in 
all types of industrial 
buildings. Copies sent on 
request. Just write Scott 
Paper Co., Chester, Pa. 


SCOTT 


WASHROOM ADVISORY 
SERVICE 


Reg. U. S. Pat. Off. 
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CAMPS AS BIG AS CITIES 


Need good water for post hospitals, laundries, 
kitchens, power plants, swimming pools and 
general community use. 


War-born communities need 
Permutit* conditioned water 


Springing up everywhere are army camps, naval and 
air bases, war plants and housing projects. They all 
have this in common: they must have good water. And 
thanks to Permutit they can get it. 

Permutit equipment “tailor-makes” a water supply, 
makes a community or plant independent of local 
water conditions. 

Permutit’s field staff will be glad to discuss any water 
problem with architects or engineers. No obligation— 
just drop a line to The Permutit Co., Dept. AR, 330 West 
42nd Street, New York, N. Y. 
of Canada, Lid. 


In Canada: Permutit Company 
. Toronto ... Winnipeg... Calgary. 
*Trademark Reg. U. S. Pat. Off. 


@ NAVY YARD 


This Permutit Deaerating 
Heater removes oxygen and 
CO: from feedwater, prevents 
corrosion of boilers. 


Montreal. 


AIR BASE > 


Water is softened by Permutit 
Zeolite Softeners (right), iron 
is removed by Permutit filters 
Oeft) 


WATER CONDITIONING HEADQUARTERS 
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PERMUTIT. 


Protect yout NORTON: 


DOOR CLOSERS 


For Peak Performance and Longer Life 


Under present wartime conditions, the production of door 
closers is restricted and replacement parts are going to be 
hard to get. Periodic inspection, proper lubrication and 
careful maintenance will make your present long-life 
Norton Door Closers last longer. Protect the ones you’ve 
got. 


NORTON DOOR CLOSER COMPANY 


Division of The Yale & Towne Mfg. Company 
2910 N. Western Avenue Chicago, Illinois 


V 
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The SISALKRAFT method of concrete curing is simple, 
positive, economical. Cover the freshly finished slab with 
tough, waterproof SISALKRAFT . . . and forget it until 
curing is completed. No sprinkling or flooding — no 
sand or straw. SISALKRAFT is quickly applied by only 
two men. It can usually be re-used many times, cutting 
curing costs to rock bottom. 

Write for complete data, specification and sample. 


The SISALKRAFT Co., 205 W. Wacker Drive, Chicago, Ill. 
NEW YORK SAN FRANCISCO 


ARCHITECTURAL RECORD 


SELECTED BOOK LIST 


Here is an opportunity to add one or more important architectural books to your working library. Each one 


of these titles is a standard on its particular subject and is well worth the price. 


WAR-TIME REFERENCE 


15 


2. 


wn 


PLANNED A.R.P., by Tecton, Architects. 138 pages—extensively illustrated with photographs, diagrams and 
maps—Price $2.50. 


CIVIL AIR DEFENSE, by Lt. Col. Augustin M. Prentiss, U.S.A. A 334-page illustrated treatise on the pro- 
tection of the civil population against air attack—Price $2.75. 


. BOMBS AND BOMBING, by Willy Ley. 124 pages. A brisk, popular survey explaining how the several 


kinds of bombs are made and their probable effect on buildings of different types and on air raid shelters—Price 


$1.25. 


. CIVIL DEFENSE, by C. W. Glover. Over 900 pages—fully illustrated, revised and enlarged. The most com- 


plete and authoritative book on the subject. This volume discusses in detail the precautions necessary for the protection 
of the civilian population—Price $16.50. 


. AERIAL BOMBARDMENT PROTECTION, by Harold E. Wessman and William A. Rose. 372 pages. Con- 


siderable material on the action and effect of aerial bombs. Illustrated Price $4.00. 


HANDBOOKS ON SPECIFICATIONS 


6. 
7. 


8. 


9. 


10. 


ARCHITECTURAL SPECIFICATIONS, by Harold Reeve Sleeper, A.I.A. 822 pages—Price $10.00. 


ARCHITECTURAL GRAPHIC STANDARDS, by Charles G. Ramsey and Harold R. Sleeper, 3rd edition 
284 pages, 914 x 914 in—Price $6.00. 

ARCHITECTS’ AND BUILDERS’ HANDBOOK, by Frank E. Kidder and Harry Parker, 18th edition—2,315 
pages—414 x 7 in.—Price $8.00. 

SIMPLIFIED ENGINEERING FOR ARCHITECTS AND BUILDERS, by Harry Parker. 214 pages — 96 
illustrations—5 x 734 in.—Price $2.75. 


GUIDE TO STANDARD SPECIFICATIONS FOR GOVERNMENT BUILDING, by Harold R. Sleeper, 
A. I. A. Single copies, 50 cents each. 


BOOKS ON HOUSES 


. DESIGN (OF MODERN INTERIORS, by James Ford and Katherine Morrow Ford. 132 pages, 324 illustra- 


tions—8¥4 x 1034 in.—Price $5.00. 


. BETTER HOUSES FOR BUDGETEERS, by Royal Barry Wills. 104 pages—9 x 12 in.—Sketches, plans and 


descriptions—Price $3.00. 


. HOUSES FOR GOOD LIVING, by Royal Barry Wills. 104 pages, 9x 1214 in.—102 illustrations and plans 


—Price $4.00. 


. THE MODERN HOUSE IN AMERICA, by James Ford and Katherine Morrow Ford. 134 pages—8%4 x 11 


in.—193 illustrations, drawings and plans—Price $5.00. 


OTHER SUBJECTS 


15. 


16. 
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THE RESTORATION OF COLONIAL WILLIAMSBURG, a cloth-bound reprint of Architectural Record 
for December 1935—104 pages—Price $1.50. 


WILLIAMSBURG VIRGINIA IN PHOTOGRAPHS (Official publication of Colonial Williamsburg, Inc.) 
2nd edition—35 full page illustrations—Price $1.00. 


THE NEW ARCHITECTURE IN MEXICO, by Esther Born. 159 pages—9 x 12 in.—Price $2.50. 
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the numbers of the books 
you want, and mail to 
Architectural Record with 


your remittance — no ex- 
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YA A U 
,. Through fog und 
Storm we heard a Mother's Cry 


Daddy—away on business the one most important but 
unpredictable night — when baby came. Fortunately, he 
stopped at a hotel where he was easily reached. Though 
such emergencies are rare, the “reachability” of persons 
who stop at hotels is often an advantage without price. 


AMERICAN HOTEL ASSOCIATION 


UNEXPECTED DINNER GUESTS — 


Lady, you know that feeling— with hard-working wife suggests a week-end 


not enough in the cupboard. Save the in your own home-town hotel, don’t 
day by dining at a hotel. You'll flatter snicker. This home-town hotel vaca- 
your guests, save yourself much work. tion idea is rapidly becoming popular. 


FOUR DAUGHTERS — or girl 

friends on an excursion away 
from home, couldn’t find a 
better or safer place to stay 
than a hotel. They'll love it! 


The Sign of a 
Recognized Hotel 


À for a fresh START 


‘STOP at a H OTE L 


Zz 


A Short Cut to Your 


CONSTRUCTION 
COST PROBLEMS 


FOR PRELIMINARY ESTIMATES 


Boeckh’s Manual contains 
cubic and square foot costs 
on approximately 500 types 
of buildings with a total of 
over 7,000 specific base 
cost figures and, in addi- 
tion, thousands of specific 
cost variations. 


All costs are keyed to 
local construction cost con- 
ditions through exclusive 
index conversion formulas 
—Boeckh’s Manual never 
gets out of date if used 
with the conversion index. 


Boeckh’s Manual of Ap- 
praisal is now used by over 
8,500 firms, among which 
are hundreds of architects 
and builders. This Manual 
is nationally recognized by 
Fire Insurance Companies 
and Mortgage Loan Agen- 
cies as a standard of Build- 
ing Construction Costs. 


Boeckh’s Manual of Ap- 
praisals and Pad of Work 
Sheets, Price shipping pre- 86 
paid 
Local Current Index Con- 
version Factors (each lo- 
cation). Price shipping $1 
prepaid 

Order now, examine it for 10 days, 
then if you are not completely satisfied 


return the Manual and your money will 
be refunded. 


EHBOECKHEAJOCAJE/. 
Consuming Valuetion Engineers 
903 TIMES-STAR BUILDING, 
CINCINNATI, OHIO 
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WAR TIME 
CATALOG SERVICE 


Sweet’s continues to 
meet urgent need for 
organized information on 
building products. 


AREA ENGINEER 

“| will greatly appreciate receiving the 
1943 Sweet’s Catalog File as the informa- 
tion contained therein is very helpful to 
this office. The 1942 file has been used 
extensively during our construction pro- 
gram.” 


NAVAL OPERATING BASE 
reference new 1943 Sweet's Catalog 
File . . . this service has been of excep- 
tional help in our Procurement and Plan- 
ning Departments. We have had oc- 
casion to use Sweet’s for a wide variety 
of services.” 


U. S. ENGINEER OFFICE 

“|. . As construction work on this project 
is to begin in the very near future, it will 
be appreciated if delivery of Sweet's can 
be expedited as much as possible.” 


WAR DEPARTMENT 


“|. two sets of Sweet's... to be sent 
COs: ne amends bon clearly marked for 
transshipment to „Alaska.“ 


NAVAL AIR STATION 


. . These (Sweet's) will be a great help 
and it will be greatly appreciated if they 
are sent.” 


AREA ENGINEER 


“RUSH SWEET’S 
FASTEST WAY.” 


CATALOG FILES 


ARSENAL 

. . Sweet’s is in constant use and is in- 
valuable in the original construction de- 
sign presently in progress. File should be 
addressed’ e .ssvssewemases pa 


ARMY AND NAVY GENERAL 
HOSPITAL 

“Please accept our sincere congratulations 
on your fine accomplishment in compiling 
this catalog file, and our assurance that 
the set will be in constant use.” 


A NEW SECTION 


has been added to 
Sweet’s File, Architectural 


The 1943 Sweet’s File, Architectural, 
will contain a new section, Con- 
tractors and Special Services“ in 
which will be included information 
on the services of 172 general and 
special contractors. 
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SWEETS 
CATALOG 


Sweers 
CATALOG 
FILE FILE FILE | FILE 


SWEETS 
CATALOG CATALOG 


architectural architectural! — architectural architectural architectura! 


SERVICES & 
WORK EQUIPMENTS WOUD WOAK 
L 
TANANA tara piastera oon 14 É as 18 PLUMBING & OF 


staucTurat 5 BATHROOM EQUIP. 
ERMAL INSULATION w 
n Atousricac Wanted: Il ag ria 15 


stonernonrs 19 K f 
ITCHEN & 
MASONRY HARDWARE, OOOR &| SERVI 28 
MATERIALS FLOORING & $ PARTITIONS & CE EQUIP. 
WALL MATERIALS WINDOW EQUIP. I6 WIREWORK 20 


FURNISHINGS & 21 
STAIRS SPECIAL EQUIP, 


paene ELEVATORS 22 
KYLIGHTS & 

ELECTRICAL 
VENTILATORS SUPPLIES & EQUIP. 23 


LIGHTING 24 


COMMUNICATION 25 


q METALS & i 
8 METALWORK 13 PAINT 17 AIRCONDITIONING 26 1 


WATERPROOFING 


Government procurement offices and buying agencies have dis- 
covered, during the past two years, what thousands of architects, 
engineers and contractors have known for a third of a century—that 
more information and more useful information on building products 
can be found in Sweet’s File than in any other source, and that it 


can be found instantly, whenever needed. 


A new 1943 Sweet’s File will soon report for duty on the 
building front. Of every ten files, one will be directly in government 
service. Other thousands of files will serve private organizations 
engaged in war construction. Many also will be used for planning 
projects for post-war construction—projects which will employ tens 
of thousands of former fighting men seeking their way back to 


normal life. 


The war-time distribution of Sweet’s is being conducted with 
all these needs in view. Sweet’s will be glad to receive and con- 
sider applications from new offices actively engaged in building 
planning or construction. Address Distribution Department, Sweet’s 


Catalog Service, 119 West 40th Street, New York, N. Y. 
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GUIDE TO 
STANDARD SPECIFICATIONS 
FOR GOVERNMENT BUILDING 


by Harold R. Sleeper, AIA 


A compilation which lists for quick reference Federal Specifica- 
tions and Specifications of the American Society for Testing 
Materials in the construction field—with notes on their use. A 
time and labor saving manual invaluable to all specification 
writers. The Guide includes references to other pertinent stand- 
ard specifications, is arranged by trades and includes the 
following subjects: 


I. MASONRY INSULATION & 
MATERIALS 9. LATHING & PLASTERING 17. ACOUSTICAL MATERIAL 
2. STONE, SLATE & CAST 
STONE 10. TILE & TERRAZZO 18. EQUIPMENT & 
*  FURNI 
3. WATERPROOFING & 11. FLOOR COVERINGS 
DAMPPROOFING 19, PLUMBING, HEATING & 
i ci 12. GLASS & GLAZING VENTILATING 
: CTURAL STEEL 
. nigra 13. BUILDERS’ HARDWARE 20. ELECTRIC 
. T METAL 
6. MISCELLANEOUS METALS 14, PAINTING 21. DRAINAGE 
7. METAL WINDOWS & DOORS 15. SCREENS 22. ROADS & PAVING 
16. WINDOW SHADES & 23. MISCELLANEOUS 
8. CARPENTRY VENETIAN BLINDS * SITE WORK 
: DU e maa 


F. W. Dodge Corporation 


PRI CES 119 West 40th Street, New Vork, N. v. 


Single copies, 50 cents each Please send me.......... copies of Guide to Standard Specifications for Government 


Building, by Harold R. Sleeper, AIA, | enclose check, money order, for LL. 
25 or more copies to the 


same address, 40 cents each e . RSS ETAIKA ES 
E a a E AAE EE OAE A AEEA EEEE AAA ANA 

Architectural Record a EENEN ENANA LAO EAO 
119 West 40th Street CUTY ar TOWN IJ N 


New York, N. Y. 
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MEN, MATERTALS AND EQUIPMENT 


Where You Need Them—When You Need Them 
Through the Aid of Dodge Reports 


by time is minimized by coordina- 

tion of effort between architects, 
contractors, sub-contractors and material 
men. 


Se time is lost time. Stand- 


For years—more than half a century 
Dodge Reports have served to inform and 
direct members of the building industry, 
helping them to act promptly and effi- 
ciently for their own best interests, and 
in a manner that has consistently speeded 
construction. 


The far-flung staff of Dodge reporters, 
working in 37 states east of the Rocky 
Mountains, gathers original and progres- 
sive reports on all types and sizes of 
building and engineering projects. Edi- 
tors in fifteen district offices arrange this 
cumulative data for presentation in 
orderly sequence, according to the needs 
of thousands of firms and individuals op- 
erating in the construction field. Time- 
liness, completeness and accuracy are the 
watchwords that are responsible for the 
quality of this continuing daily service 
that is now called essential by leaders of 
the industry—and which has contributed 
so greatly to the achievement of the war 
construction program. 


War-time construction has been com- 
pleted on schedule or ahead of schedule. 
War-time plans and specifications have 
been prepared in record time. Estimates 
and bids have been forthcoming prompt- 
ly. Materials and equipment have been 
delivered with a minimum of cross-haul- 
ing. Men and machines have been marsh- 
alled where and when they were needed 
most urgently. Timely, progressive infor- 
mation disseminated through Dodge 
Reports has functioned to aid in the 
coordination of all these vitally important 
activities—and to prevent the occurrence 
of stand-by time, that saboteur of effi- 
ciency and achievement. 


And, it is a pleasure to acknowledge that 
the service represented by Dodge Reports 
has been enhanced in no little degree by 
the courtesy and cooperation of all those 
members of the construction industry and 
officials of the Army and Navy Depart- 
ments, the Maritime Commission and 
other Government agencies, who have 
cooperated so thoroughly with the Dodge 
reporters who work in their respective 
territories. 


F. W. DODGE CORPORATION 
119 West 40th Street, New York, N. Y. 


DODGE PUBLICATIONS AND SERVICES INCLUDE 


F.w. DODGE 


DODGE REPORTS 
RECORD AND GUIDE 
STATISTICAL RESEARCH SERVICE 


SWEET’S FILES 
ARCHITECTURAL RECORD \ 
HOME OWNERS CATALOGS 


CORPORATION 
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THE SECRET 
OF IRON FENCE 
SUPERIORITY. 


mar 
| hy jill 


This Type of 
Welded Joint 


zs Stron ger 


Grooved steel pickets and 
rails of equal thickness are 
forced together under heavy pressure and electrically welded at 8 
points. Results in a permanent union of great strength and rigidity. 


When you specify Iron Picket Fence, include 
these two important features in your specifi- 
cations. For they are two specifications 
that assure a fence which will last for 
ages, with little or no maintenance cost. 


1. Inseparably Welded Joints between 
Rails and Pickets. 
2. Carrying Rails must be the same thick- 
ness as the Pickets. 
A fence so built does not need ugly cross 
braces for gates. Nor does it need center 
supports for its panels. Each panel so con- 
structed will support a distributed load of 
one ton without showing permanent set. 
Anchor-Weld Iron Picket Fences meet thes. 
specifications. Mail the Coupon below for 
Catalog and Sample Anchor-Weld (a nice 
paper weight). No obligation, of course. 


NATION-WIDE SALES AND ERECTING SERVICE 


ARCHITECTS - Ata, . Nons! 


ANCHOR POST FENCE CO. 
6600 Eastern Ave., Baltimore, Md. 


Please send me () Anchor-Weld Iron Fence Manual. () An- 
chor-Weld Sample Weld. () Name of nearest Anchor Fence 
Engineer. 
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SAYS “COME IN” 


“plantar (HUY 


SAYS “COME OFTEN” — 


In smart restaurants and hotels, in shops and cock- 
tail bars, Blue Ridge Decorative Glasses solve a 
dual problem for architects. Their “design inter- 
est” lends decorative beauty, gaiety and life... 
invites customers to come in. They also serve the 
practical purpose of admitting soft, diffused nat- 
ural daylight—with perfect privacy. 

These same qualities recommended the 3 Blue 
Ridge “EX’s”—Louvrex, Flutex, Doublex—for 
partitions; decorative panels and door panels in 
shops and offices. Unsightly areas may be hidden, 


without sacrificing abundant daylight. Striking 
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BLUE RIDGE Decorative GLAS 


FOR SOFT, DIFFUSED LIGHT » SMART DECORATION + COMPLETE PRIVACY 


Large panels of Louvrex Glass add beauty to 


the front entrance of the Grenadier Dining 4 


Room in Detroit’s Leland Hotel. Within, soft, 
diffused light is combined with perfect privacy. 


i 


effects may be created by colorful illumination 
back of decorative glass panels. 
You CAN Get Glass 

In addition to light transmission qualities, re- 
member glass never needs refinishing, is easily 
cleaned, does not quickly go out of style. Blue 
Ridge products are made by Blue Ridge Glass 
Corporation, Kingsport, Tenn., and sold by 
Libbey-Owens-Ford through leading glass dis- 
tributors. For full information, write Blue Ridge 
Sales Division, Dept. 1287, Libbey-Owens:Ford 
Glass Company, Toledo, Ohio. 


FLUTEX 


DOUBLEX 
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HOME OWNERS 
Will have plenty to say about 


“HOMES-OF-THE-FUTURE!” 


Q PECULATE if you will about new 
home building products and new meth- 
ods of construction for post-war housing. 
American families, having outgrown 
their present quarters—and improved 
their financial status—will brook little delay when restric- 
tions are lifted and private building is resumed. To prepare 
for quick action, many of them are gathering home building 
information now, and authorizing their architects to proceed 
with preliminary plans. 


Keep a close contact with clients who are planning to build 
after the war. 


Foster these prospects for future business. Ask us to send Take tme NOW 
them free copies of Home Owners’ Catalogs—that big, cloth- TO PLAN YOUR 
bound volume of information about home building prod- FUTURE HOME 
ucts and services. It will help to impress them with the WITH THE AID OF THIS 
value of architectural services. And the section “Guide To VALUABLE FREE Book 
Home Planning” will enable them to inventory their re- d Home Cloner 


„„. 


quirements and visualize the inside arrangements and out- 
side aspects of the home they plan to build. 


We are sending this valuable book now, by mail, prepaid 
without obligation of any kind—to those who are planning 
to build homes for their own occupancy when war and prior- 
ity conditions permit. 


fl 2 maktar) t I 
APPLICATION 1 
Fag te & 

: J 


Your clients who receive this compre- 
hensive and beautifully illustrated free 
volume (same page sıze as Sweets) will 
be better prepared for conferences with 
you. That will mean a lot when the 
rush of post-war activity begins. 


Home Crones 


CATALOGS 
Distributed FREE by F. W. DODGE CORPORATION, 119 West 40th Street, New York, New York 


= ee ee „ ee ee ee eee ee „„ „ „„ „„ ee „ „„ „% „ ee ee ee „„ „„ „ „„ „„ „ „„ „„ M 
Home Owners’ Catalogs will be sent to owners who plan to build homes for their own occupancy, within 12 months, or as soon 
as war and priority conditions permit, in the 37 states east of the Rocky Mountains, costing $4,000 or more for construction, 
exclusive of land—or to modernize at a cost of $2,000 or more. The F. W. DODGE CORPORATION RESERVES THE RIGHT 
rO DETERMINE THE VALIDITY OF EACH APPLICATION. 


F. W. DODGE CORPORATION, 119 West 40th Street. New York, N. Y. AR-12-42 


Please send a copy of Home Owners’ Catalogs to: 
Ü’ TE «˙˙ A m a give Senin s weal eee CH 6c caapivaneageese anus Skats ss dred ²˙ A a e a 


Send’ witht oompie al 2753.65 6.65256 V%»! „ d HTS SKM 88 e A 5 8 SSS WE Saree AER A 
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